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'  1 . 1  INTRODUCTION 

The  last  five  years  have  been  to  electrochemical  infrared  spectroscopy 
what  the  1940‘s  were  to  standard  infrared  spectroscopy.  Prior  to  World  War 
II,  Raman  spectroscopy  was  the  most  commonly  used  form  of  vibrational 
spectroscopy.  The  development  of  Infrared  technology,  particularly  detector 
technology,  during  World  War  II  led  to  the  rapid  growth  of  Infrared 
spectroscopy.  In  part  due  to  the  relative  cost  advantage,  the  use  of  infrared 
spectroscopy  rapidly  overtook  Raman  spectroscopy  for  routine  vibrational 
analyses.  The  advent  of  the  laser  produced  a  resurgence  In  Raman  spectroscopy 
but  It  still  ranks  far  behind  Infrared  spectroscopy  In  routine  use.  We  are 
today  on  the  verge  of  a  period  In  which  rapid  growth  In  electrochemical 
infrared  spectroscopy  can  be  expected.  Furthermore  as  will  be  discussed  below 
Infrared  methods  may  have  greater  sensitivity  and  versatility  as  a  general 
spectroscopic  probe  for  electrochemical  systems  than  Raman  methods.  The 
recent  development  of  electrochemical  Infrared  spectroscopy  resulted  not  from 
technological  breakthroughs  but  from  the  marriage  of  well  established 
electrochemical  and  spectroscopic  techniques. 

Electrochemists  have  recognized  the  fundamental  Importance  of 
understanding  the  chemistry  that  occurs  at  the  electrode- solution  Interface. 
Electrochemical  techniques  have  been  developed  to  easily  and  precisely  control 
the  electrical  potential  at  interfaces  thus  permitting  the  investigation  of 
reactions  whose  energetics  span  many  orders  of  magnitude.  The  standard 
electrochemical  techniques  do  not  allow,  however,  the  structure  or  bonding 
specificity  that  may  be  achieved  utilizing  vibrational  spectroscopic 
techniques.  Early  efforts  to  obtain  spectroscopic  data  for  species  at  the 
electrode  solution  Interface  (1,2,3)  utilized  Infrared  transmitting  germanium 
electrodes  In  an  internal  reflectance  mode.  Low  sensitivity  and  restricted 


electrode  systems  limited  tne  utility  of  the  technique.  In  1974  Fleischmann, 
Hendra  and  McQuillan  (4)  obtained  the  first  In-si tu  Raman  spectrum  for  a 
species  adsorbed  on  an  electrode  surface.  This  led  to  the  rapid  development 
of  surface  enhanced  Raman  spectroscopy,  SERS,  (5)  and  most  recently  non- 
enhanced  Raman  surface  spectroscopy  (6,7).  After  hundreds  of  studies  aiming 
to  elucidate  the  origin  of  the  surface  enhancement,  studies  concentrating  on 
problems  of  electrochemical  importance  are  appearing. 

In  1979  Pons,  et.  al.  (8)  showed  that  the  UV/visible  specular  external 
reflectance  technique  which  gave  useful  Information  for  many  electrochemical 
systems  (9,10,11,12)  could  be  utilized  In  the  infrared.  The  ability  to 
discriminate  between  species  at  the  electrode  surface  and  bulk  solution 
species  and  the  sensitivity  necessary  to  see  submonolayer  coverages  of 
adsorbates  was  obtained  through  modulation  of  the  electrode  potential  and 
recovery  of  the  modulated  absorbance  with  phase  sensitive  detection. 
Electrochemical ly  modulated  Infrared  spectroscopy  utilizing  subtractl vely 
normalized  Interfacial  FTIR  spectroscopy  (SNIFTIRS,  (13))  and  a  dispersive 
spectrometer  (EMIRS  (14)),  have  been  productively  applied  to  several  systems 
of  electrochemical  Importance.  Infrared  spectra  of  species  on  electrodes  have 
also  been  obtained  using  polarization  modulation  (15,16)  with  dispersive  (17) 
and  Fourier  transform  spectrometers  (18,19).  EMIRS  and  SNIFTIRS  spectra  are 
difference  spectra  for  species  present  at  the  interface  at  the  two  electrode 
potentials  selected  as  the  modulation  limits.  Polarization  modulated  Infrared 
reflection  absorption  spectroscopy,  IRRAS,  yields  spectra  for  species  present 
at  a  single  electrode  potential.  All  three  techniques  are  sensitive  to 
specific  vibrational  modes  due  to  an  additional  surface  selection  rule  in 
addition  to  the  normal  dipole  selection  rule.  Kunlmatsu  (20)  has  developed  a 
modification  of  the  EMIRS  technique  which  allows  calculation  of  IRRAS-Ilke 


spectra  for  surface  species  if  an  electrode  potential  is  known  for  which  the 
species  Is  removed  from  the  electrode  surface. 

These  new  methods  hold  great  promise  for  studies  in  several  areas  of 
fundamental  and  applied  electrochemistry,  including  (1)  the  identification  and 
reactions  of  adsorbed  and  non-adsorbed  electrochemical  reaction  Intermediates 
such  as  organic  Ion  radicals,  (ii)  the  study  of  the  surface  structure, 
bonding,  Intermolecular  interaction,  and  dynamics  of  adsorbates  and  the  effect 
of  electric  fields  on  the  parameters,  and  (111)  the  monitoring  In  various 
solvent-electrolyte  systems  of  the  potential  dependent  concentrations  of 
molecular  and  Ionic  species  In  the  adsorbed  state  and  In  the  electrical  double 
layer.  The  specular  external  reflectance  techniques  described  allow  these 
studies  to  be  made  at  many  types  of  electrode  systems  types.  Including  well- 
defined  single  crystals,  chemically  modified  surfaces,  and  semiconductors. 

In  the  subsequent  sections  of  this  chapter  details  of  the  experimental 
techniques  for  EMIRS,  SNIFTIRS  and  IRRAS  and  applications  of  these  methods 
will  be  presented. 


1.2  THEORETICAL  CQNSI DERATIONS  AND 
EXPERIMENTAL  TECHNIQUES 

1.2.1.  Surface  Selection  Rule 

\  ■ 

Ylbratlonal  spectra  of  species  on  or  near  metal  surfaces  are  subject  to  a 
unique  surface  selection  rule  due  to  the  physics  of  reflection  of  radiation 
from  a  highly  conducting  surface  (21).  As  shown  In  Fig.  1,  s-polarlzed 
radiation  (electric  vector  perpendicular  to  the  plane  of  Incidence)  at  all 
angles  of  Incidence  undergoes  a  phase  shift  close  to  180*C.  P-polarlzed 
radiation  (electric  vector  In  plane  of  Incidence)  has  a  phase  change  upon 


reflection  whicn  varies  witn  tne  angle  of  incidence  as  also  shown  in  fig.  i. 
Light  reflected  from  a  metal  surface  combines  with  the  Incident  light  to  form 
a  standing  wave  electric  field  whose  Intensity  is  shown  in  Fig.  2.  The 
mechanism  for  absorption  of  Infrared  radiation  requires  a  coupling  of  the 
electric  field  with  a  molecular  vibration.  Since  the  Intensity  of  the 
standing  wave  electric  field  parallel  to  the  surface  Is  near  zero,  only  those 
modes  of  a  species  near  the  metal  surface  which  produce  a  fluctuation  In  the 
dipole  moment  with  component  normal  to  the  surface  can  absorb  energy.,- 

These  considerations  give  rise  to  several  Important  consequences:  (1)  s 
polarized  radiation  Is  unable  to  Interact  with  any  dipole  at  the  conducting 
surface,  and  thus  does  not  contribute  useful  Information  to  the  spectrum.  It 
Is,  therefore,  usually  removed  from  the  beam  with  an  appropriate  polarizer 
before  the  beam  reaches  the  detector.  (11)  Those  fundamental  vibrations  of 
adsorbed  species  which  do  not  have  a  finite  value  of  the  dipole  derivative 
(the  change  in  dipole  moment  with  respect  to  the  normal  coordinate  of  the 
fundamental  mode  being  considered)  perpendicular  to  the  surface  are  unable  to 
undergo  Interaction  with  the  radiation  since  there  is  no  mechanism  for  the 
generation  at  the  conducting  surface  of  a  tangential  electric  field.  The 
magnitude  of  the  absorbance  due  to  the  observable  modes  will  depend  on  the 
square  of  the  cosine  of  the  angle  of  Incidence.  The  relative  Intensities  of 
bands  from  the  normal  mode  Intensities  enable  Information  regarding  the 
orientation  of  the  molecule  at  the  surface  to  be  deduced.  (Ill)  It  Is 
Indicated,  from  the  above  discussion,  that  p-polarized  radiation  Is  able  to 
Interact  with  all  species  In  the  optical  path;  s-polarlzed  radiation  Is  blind 
to  species  very  close  to  the  electrode  surface.  The  difference  between  the 
two  beams  Is  simply  the  absorbance  due  to  molecules  located  at  (or  at  least 
near  since  the  low  tangential  field  may  extend  some  distance  Into  the 


solution)  :ne  electrode  surface,  all  ambient  effects  having  been  cancelled  out 
In  the  subtraction.  This  latter  point  has  been  Instrumental  In  the 
development  of  the  polarization  modulation  techniques. 

Using  this  surface  selection  rule,  orientations  of  species  relative  to 
the  electrode  surface  can  be  deduced  from  spectra  In  favorable  cases.  Care 
must  be  exercised  In  application  of  the  surface  selection  rule  to  draw 
conclusions  concerning  orientations  of  surface  species.  The  observation  of  a 
vibrational  mode  such  as  a  C=0  stretch  does  not  In  Itself  prove  that  the  CO 
molecule  Is  not  adsorbed  parallel  to  the  surface.  As  shown  In  Fig.  3a  atoms 
of  the  metal  surface  would  produce  a  surface  normal  component  In  the  dipole 
derivative  for  the  stretching  mode  for  CO  adsorbed  parallel  to  the  surface. 
This  conceivably  can  allow  coupling  of  the  mode  with  p-polarlzed  radiation. 
Modes  whose  dipole  derivatives  are  zero  for  Isolated  molecules  such  as  the 
stretching  mode  of  N2  would  similarly  have  a  nonzero  surface  normal  dipole 
derivative  when  their  symmetry  Is  reduced  by  Interaction  with  surface  atoms. 
Since  the  Intensity  of  Infrared  bands  Is  proportional  to  the  square  of  the 
dipole  derivative,  comparisons  of  relative  Intensities  of  corresponding 
vibrational  modes  of  adsorbed  species  may  allow  use  of  the  surface  selection 
rule  for  determining  orientations  of  species  with  respect  to  the  surface.  For 
example  the  Infrared  band  for  CO  Is  expected  to  be  stronger  for  the 
perpendicular  orientation  shown  In  Fig.  3  than  for  the  parallel  orientation. 

1.2.2.  The  Spectroelectrochemlcal  Cell 

Cells  used  for  the  Infrared  experiments  have  been  variations  of  the  basic 
three-electrode,  thin-layer  cell  shown  In  Fig.  4.  A  thin-layer  cell  Is 
required  to  offset  the  effects  of  using  strong  Infrared  absorbing  solvents 
such  as  water.  The  working  electrode,  usually  consisting  of  a  5-10  nm 
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diameter  metal  disk  mounted  on  a  syringe  plunger  or  rod.  Is  polished 
mechanically  or  chemically  to  a  mirror  surface  and  positioned  at  appropriate 
distances  from  the  cell  window.  For  aqueous  solutions  window  electrode 
separations  of  a  few  microns  permit  sufficient  energy  to  exit  the  cell  for 
spectra  of  surface  species  to  be  detected.  For  nonaqueous  solutions  larger 
window-electrode  separations  are  possible.  This  is  particularly  useful  when 
one  wishes  to  study  electrochemically  generated  species  such  as  radicals  In 
solution  In  the  thin-layer  region.  Electrodes  are  either  sealed  on  glass 
extensions  to  syringe  plungers  or  mounted  on  brass  rods  covered  with  Kel-F 
sleeves  machined  to  mate  with  the  syringe  barrel  forming  the  back  of  the 
cell.  Electrical  contact  with  the  solution  for  most  experiments  is  made  only 
by  the  front  surface. 

Various  Infrared  transparent  windows  have  been  used.  Choice  of  window 
material  for  a  particular  experiment  depends  chiefly  on  the  solvent.  Windows 
must  be  sufficiently  Insoluble  in  the  solvent  of  Interest  and  should  have  a 
refractive  index  which  permits  radiation  to  strike  the  electrode  at  high 
angles  of  Incidence.  Fig.  2  shows  that  Ep  Is  maximized  for  angles  of 
incidence  near  80*.  For  aqueous  acid  solutions  the  largest  angle  of  Incidence 
possible  using  a  CaF£  window  Is  near  65*.  Higher  angles  of  Incidence  result 
In  total  internal  reflection  of  the  beam  at  the  solution-window  Interface. 
Cells  are  easily  designed  which  have  prismatic  windows  to  allow  normal 
Incidence  at  the  air-window  Interfaces  which  minimizes  reflection  losses. 

Other  materials  which  have  been  used  for  cell  windows  Incude  silica,  silicon, 
IRTRAN  2,  IRTRAN  4,  and  zinc  selenlde.  These  materials  have  higher  refractive 
indices  than  CaF2  and  thus  produce  lower  angles  of  Incidence  at  the  electrode 
surface.  Silica  Is  transparent  at  wavenumbers  above  2300  cm"*.  Silicon, 
although  very  insoluble  and  transparent  throughout  the  infrared.  Is  not 


transparent  in  the  visible  region  thus  preventing  visual  alignment  of  the  oeam 

on  the  wo  ing  electrode. 


The  cell  design  shown  in  Fig.  4  prevents  compensation  for  electrolyte 
resistance  in  the  thin-layer  thereby  giving  a  relatively  long  time  response. 
For  typical  experiments  using  1  M  aqueous  electrolyte  a  time  constant  of  the 
order  of  5  milliseconds  is  obtained  as  the  product  of  the  uncompensated 
resistance  and  the  electrode  capacity.  Consideration  must  be  made  for  such 
longer  response  times  than  found  for  normal  cells  when  designing  experiments 
and  Interpreting  results.  When  using  dilute  electrolytes  or  when  the 
electrochemistry  requires  sustained  currents  rather  than  transient  charging 
currents  during  the  modulation  periods,  the  design  of  the  working  electrode 
may  need  to  be  modified.  For  such  experiments  an  electrode  with  many  small 
holes  drilled  through  the  face  and  modified  so  that  the  rear  of  the  disk  Is  In 
contact  with  the  solution  gives  a  much  faster  response  and  gives  a  greatly 
increased  area  of  electrode  which  Is  available  for  species  to  undergo  reaction 
or  adsorption  under  conditions  of  greatly  reduced  uncompensated  resistance. 

The  cell  body  Is  also  outfitted  with  a  Luggln  capillary  arrangement  for 
the  reference  electrode,  which  Is  placed  so  that  the  tip  Is  about  1  mm  from 
the  edge  of  the  working  electrode  mirror.  A  wire  secondary  electrode  loop, 
usually  platinum,  is  mounted  Internally  so  that  the  working  electrode  cylinder 
fits  through  It  when  Inserted.  Gas  Inlet  and  outlet  ports  are  inserted  into 
the  cell  for  appropriate  purging  or  chemical  Insertion.  A  typical  reflection 
setup  for  the  sample  chamber  Is  shown  In  Figure  5.  This  particular  apparatus 
Is  used  In  an  FTIR  spectrometer. 

1.2.3.  SNIFTIRS  Technique 

SNIFTIRS  (22)  Is  the  difference  spectroelectrochemical  experiment  carried 
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out  on  a  Fourier  transform  infrared  spectrometer.  In  its  basic  form,  signal- 
to-noise  Is  increased  by  utilization  of  the  multiplex  advantage  inherent  in 
the  modern  FTIR  instruments.  The  Interferogram,  which  contains  the  encoded 
optical  spectrum  across  the  entire  Instrumental ly  allowed  spectral  region,  is 
recorded  typically  In  a  few  tens  to  hundreds  of  milliseconds.  Signal 
averaging  of  this  rapidly  acquired  data  in  the  first  approximation  Improves 
the  signal-to-nolse  ratio  as  the  square  root  of  the  total  number  of 
interferograms  collected.  Instead  of  obtaining  the  difference  spectrum 
between  two  potential  limits  with  phase  sensitive  detection  as  In  the  EMIRS 
experiment,  the  spectra  of  the  Interfacial  region  at  each  potential  are 
collected  separately,  and  then  processed  with  the  Instrument  computer. 
Practically,  there  seems  to  be  almost  an  even  tradeoff  between  the  time 
necessary  to  obtain  equivalent  results  with  the  two  techniques.  In  the  case 
of  EMIRS,  due  to  the  use  of  a  phase  sensitive  detector,  there  is  very  high 
discrimination  of  the  signal  against  noise  at  each  measurement  point  and,  in 
addition,  the  Infrared  detector  Is  operating  at  the  narrow  spectral  bandwidth 
defined  by  the  width  of  the  exit  slit  which  optimizes  its  operating 
detectivity;  these  benefits  are  obtained  at  the  cost  of  slow  acquisition 
times.  For  SNIFTIRS  the  multiplex  advantage  leads  to  very  rapid  acquisition 
times  but  there  is  relatively  low  discrimination  per  scan. 

The  ultimate  sensitivity  of  the  FTIR-based  technique  depends  on  many 
factors.  The  natural  form  of  the  Interferogram  Itself  puts  extreme  demands  on 
the  electronic  design  of  the  Instrument.  The  center  burst,  which  contains 
only  a  small  portion  of  the  total  encoded  information,  has  a  very  large 
intensity  compared  to  the  rest  of  the  signal.  This  value  sets  one  of  the 
limits  of  the  A/D  converter  at  a  high  value,  so  that  the  rest  of  the  signal  is 
digitized  with  poorer  magnitude  resolution.  Although  this  problem  is 


mitigated  by  some  software  based  gain-ranging  techniques,  it  can  only  be 
effectively  treated  by  the  use  of  higher  resolution  A/0  converters.  The 
problem  of  low  resolution  in  the  low  amplitude  wings  of  the  interferograms  is 
particular  acute  in  electrochemical  applications  since  there  are  usually 
regions  of  very  high  absorbance  in  the  spectrum  due  to  the  large  effects  of 
solvent  and  electrolyte.  This  means  that  the  encoded  information  in  the 
f nterferogram  corresponding  to  the  surface  spectrum  will  be  of  very  small 
amplitude;  If  the  Interferograms  are  not  sufficiently  resolved  In  the 
digitization  process,  this  Information  may  be  lost.  In  addition,  the  problem 
Is  exacerbated  by  the  fact  that  normally  the  spectrometers  are  designed  to 
record  interferograms  using  a  very  large  optical  bandwidth  (for  Instance  4500 
to  400  cm-1  with  a  conventional  TGS  detector  and  germanium  coated  cesium 
bromide  beamsplitter).  This  leads  to  a  very  large  amplitude  center  burst  and 
therefore  demands  a  greater  dynamic  range  than  would  be  the  case  If  a  narrower 
spectral  range  were  recorded.  Thus  when  optical  filters  can  be  used  to 
exclude  part  of  the  available  optical  bandwidth  without  eliminating  regions  of 
interest,  the  digitized  information  will  lead  to  more  accurate  transformed 
data.  Sensitivity  is  thus  Increased  and  acquisition  time  reduced.  The  use  of 
optical  filters  has  another  particular  advantage:  decreasing  the  total 
optical  bandwidth  at  a  solid  state  detector  naturally  increases  Its 
detectivity.  If  attention  is  paid  to  all  of  these  variables,  then  it  is 
possible  to  attain  near  theoretical  values  of  sensitivity;  l.e.,  that  governed 
by  the  ultimate  resolution  of  the  A/0  converter. 

Spectral  resolution  is  Inversely  related  to  the  distance  which  the  mirror 
travels,  and  directly  related  to  the  number  of  data  points  per  unit  time 
recorded.  Although  one  of  the  major  advantages  of  the  FTIR  spectrometer  is 
Its  ultimate  spectral  resolution  (0.1  an-1  is  a  typical  value),  data 
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acquisition  rates  are  greatly  enhanced  by  working  at  lower  resolutions  (see 
EMIRS  section)  such  a  4  cm-1. 

Again,  the  total  energy  throughput  of  any  spectrometer  will  affect  Its 
ultimate  sensitivity.  High  Intensity  sources  are  always  desirable,  and 
careful  optical  design  Is  critical.  The  size  of  the  optical  beam  at  the  focus 
In  the  sample  compartment  should  match  as  closely  as  possible  the  size  of  the 
working  electrode  so  as  neither  to  waste  energy  nor  to  undersample  the 
electrode  surface. 

There  are  several  ways  to  accumulate  the  data.  It  has  been  found  that  in 
general  the  most  efficient  method  Is  to  acquire  small  numbers  of 
Interferograms  during  tne  period  that  the  potential  Is  held  at  each  value  and 
to  coadd  the  new  results  to  previously  stored  data  at  each  of  those 
potentials.  An  alternative,  acquiring  at  a  given  potential  for  long  periods, 
has  a  number  of  disadvantages.  First,  electronic  and  mechanical  drift  over 
long  periods  of  time  are  not  efficiently  cancelled.  Second,  elimination  of 
any  atmospheric  absorbances  (primarily  water  and  carbon  dioxide)  Is  much  more 
difficult:  short-time  changes  are  easily  cancelled  In  the  subtraction 
process.  Third,  In  some  electrochemical  systems,  substantial  accumulation  of 
products  produced  by  following  chemical  reactions  In  the  optical  cell  thin 
layer  may  be  produced.  This  can  have  complicating  effects  on  the 
spectroscopy:  (a)  electroactive  material  Is  removed  over  the  course  of  the 
experiment,  which  results  in  the  decrease  of  the  measured  difference  signal, 
(b)  in  some  cases  the  products  are  insoluble  which  affects  the  reflectivity  in 
an  adverse  way.  Fourth,  we  have  found  that  free  radicals  and  other  reactive 
Intermediates  formed  in  some  reactions.  If  allowed  to  accumulate,  will  attack 
some  optical  window  materials,  which  will  affect  the  transmission  of  the  cell 
and  In  some  cases  Inject  new  absorbing  species  Into  the  optical  path. 


Treatment  of  the  dat’.  is  straightforward.  From  the  averaged 
Interferograms  at  each  potential,  it  is  necessary  to  subtract  a  blank 
interferogram  of  the  cell  with  the  electrode  withdrawn  from  the  window  such 
that  only  reflection  from  the  atmosphere/ window  and  window/ solution  Interfaces 
are  recorded.  The  resulting  corrected  interferograms  may  then  be  ratioed  and 
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-  1  calculated,  which  is  equivalent  to  (v),  the  desired 
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quantity.  Here,  the  Rj  (v)  correspond  to  the  reflectances  at  each  potential. 

1.2.4.  EMIRS  Technique 

The  fundamental  principle  underlying  EMIRS  Is  use  of  ac  modulation  of  the 
electrode  potential  between  two  selected  values  which  define  two  distinct 
states  of  the  electrochemical  system.  Thus  the  chemistry  to  be  observed  is 
directly  modulated  and  may  be  detected  by  an  appropriate  form  of  synchronous 
detection.  Synchronous  detection  permits  discrimination  between  absorptions 
from  species  modulated  by  the  electrode  potential  and  absorptions  from  all 
other  species  in  the  ambient  electrolyte  and  all  other  parts  of  the  total 
optical  path.  Sensitivity  levels  for  EMIRS  allow  detection  of  changes  In 
absorbance  of  adsorbates  of  as  small  as  10"6  of  the  total  signal.  With 
dispersive  monochromators  modulation  rates  of  10-1000  Hz  are  much  faster  than 
the  wavelength  scanning  rate  thus  permitting  a  phase  sensitive  detection 
system  with  electronic  analog  smoothing  to  be  usee. 

The  Instrument  used  is  a  modified  dispersive  spectrometer  with  fore¬ 
optics  for  tne  EMIRS  experiment.  This  Instrument  and  its  standard  operating 
procedures  have  been  described  In  detail  (23).  The  Instrument  was  designed 


for  high  energy  throughput  wi tn  f/3.5  optics.  Its  source  is  a  Nernst  filament 

operated  at  about  2300'C.  This  above  standard  Nernst  temperature  reduces 

source  lifetimes  to  a  few  weeks  but  increases  the  energy  output.  A  polarizer 
Is  used  to  eliminate  s-polarlzed  radiation  which  contains  no  useful  spectral 
information.  The  spectrometer  may  be  used  with  room  temperature  pneumatic 
Golay  detectors  or  liquid  nitrogen  cooled  InSb  (photovoltaic)  and  HgCdTe 
(photoconductlve)  detectors. 

Although  the  electrochemical  modulation  technique  effectively  converts 
the  single  beam  spectrometer  Into  a  near  perfect  double  beam  Instrument,  one 
beam  corresponding  to  the  time  Interval  defined  by  one  half  period  of  the 
modulation  and  the  second  beam  to  the  other  half  period,  the  subtraction  of 

the  very  sharp  bands  from  atmospheric  C0£  and  water  vapor  Is  considerably 

enhanced  by  purging  with  dry  nitrogen.  The  optimum  sensitivity  level  of  10-6 
in  the  measurment  of  fractional  change  In  reflectivity,  ar/r,  is  achieved  in 
high  energy  regions  of  the  spectrun  by  accumulating  data  from  many  repeated 
spectral  scans.  The  mechanical  chopper  Is  used  to  modulate  the  total 
radiation  and  determine  the  reflectivity,  R,  needed  to  form  AR/R  which  is 
directly  proportional  to  the  absorbance  produced  by  modulation  of  the 
electrode  potential.  It  Is  possible  to  simultaneously  modulate  the  electrode 
potential  and  total  radiation  using  well  separated  modulation  frequencies, 
with  two  lock-in  amplifiers  tuned  to  the  two  modulation  rates  AR  and  R  can  be 
simultaneously  measured  thus  further  reducing  effects  in  changes  In 
atmospheric  absorption  by  CO2  or  water  vapor. 

For  dispersive  instruments  with  phase  sensitive  detection  there  is  a  much 
higher  signal  to  noise  ratio  for  each  Individual  scan  than  that  found  in 
Fourier  transform  Instruments.  Furthermore,  the  narrow  spectral  bandwidth 
passed  by  the  exit  slit  optimizes  the  operating  sensitivity  of  the  detector. 


These  characteristics  of  hign  signal  to  noise  discrimination  per  scan  with 
slow  scans  for  dispersive  instruments  and  low  signal  to  noise  discrimination 
per  scan  for  very  rapid  scans  for  Fourier  transform  instruments  do  not  clearly 
favor  use  of  one  or  the  other  type  of  instrument  for  electrochemical 
systems.  Further  details  concerning  the  application  of  Fourier  transform 
Interferometer  spectrometers  to  electrochemical  studies  have  been  given  (22). 


1.2.5.  Form  of  the  Spectra 

The  possible  forms  that  SNIFTIRS  and  EMIRS  difference  spectra  can  possess 
have  been  described  in  detail  (23).  The  origins  for  features  observed  in 
EMIRS  spectra  can  be  classified  into  three  groups  which  produce  very  distinct 
spectral  characteristics.  Featureless  shifts  In  the  baseline  are  attributed 
to  the  electroreflectance  effect.  This  effect  results  from  a  change  In 
dielectric  function  of  the  electrode  producing  a  difference  In  reflectivity  of 
the  electrode  at  the  two  potentials  defining  the  modulation  limits. 

Normal  appearing  infrared  absorption  bands  may  result  from  a  change  in 
the  number  of  absorbing  species  which  may  be  In  solution  or  adsorbed  on  the 
electrode  or  In  the  electrical  double  layer.  Such  bands  may  protrude  up  or 
down  from  the  baseline  depending  upon  whether  there  Is  a  larger  number  of 
absorbing  species  at  the  more  negative  or  more  positive  potential 
respectively.  Normal  single-sided  absorption  bands  could  also  result  from  a 
change  in  oscillator  strength  with  change  in  electrode  potential.  If 
adsorption/desorption  of  an  absorbing  species  occurs  as  the  electrode 
potential  is  modulated,  a  band  of  one  sign  may  be  produced  by  the  adsorbed 
species  and  at  a  slightly  shifted  frequency  a  band  of  the  other  sign  produced 
by  a  greater  number  of  absorbing  species  In  the  solution  region. 

Bipolar  bands  would  result  from  changes  In  band  positions  or  band  shapes 
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as  the  electrode  potential  changes  even  at  constant  coverage  of  adsorbed 
species.  The  strength  of  chemical  bonds  of  adsorbed  species  will  generally 
change  with  a  change  in  the  electrode  potential  thus  producing  a  change  in 
infrared  band  position. 

It  was  pointed  out  during  discussion  of  the  surface  selection  rule  that 
adsorption  of  species  on  electrode  surfaces  will  usually  reduce  the  symmetry 
of  the  species.  Examples  were  shown  In  Fig.  3  where  an  Infrared  forbidden 
band  such  as  the  N  =  N  stretching  mode  would  be  allowed  by  both  the  dipole  and 
surface  selection  rules  for  parallel  and  perpendicularly  oriented  molecules. 
Parallel  oriented  CO  In  Fig.  3  would  be  surface  selection  rule  allowed  due  to 
electrode  surface  atoms  producing  a  surface  normal  component  to  dy/dQ. 

In  addition  for  SN I  FT IRS  and  EMIRS  spectra,  there  Is  another  mechanism 
which  could  impart  a  surface  normal  component  to  du/dQ  for  vibrational  modes 
that  would  normally  be  surface  selection  rule  forbidden.  It  has  been  well 
established  that  Infrared  spectra  of  certain  charge  transfer  complexes  show 
large  Intensity  enhancements  for  some  dipole  forbidden  modes.  This 
enhancement  has  been  attributed  to  an  "electron  vibration"  mechanism  (24)  in 
which  the  amount  of  charge  transferred  from  donor  to  acceptor  changes  during 
molecular  vibrations.  With  this  electron-vibration  model  the  direction  of  the 
dipole  moment  change  can  be  perpendicular  to  the  direction  of  motion  of  nuclei 
Involved  In  the  vibration.  A  molecule  with  a  w  electron  system  adsorbed 
parallel  to  an  electrode  surface  could  exhibit  the  electron-vibration  effect 
made  visible  to  EMIRS  by  a  further  dependence  upon  the  electrode  potential. 

A  broader  description  of  this  phenomenon  is  provided  by  considering  the 
electrochemical ly  activated  Stark  effect  (25).  Molecules  are  always  distorted 
In  the  presence  of  external  electric  or  magnetic  fields.  The  most  common 
results  are  changes  In  the  polarizability  and  dipole  moment  of  the  molecule 


which  must  lead  to  changes  :n  tne  optical  spectra.  Intense  electric  fields  v> 

I04  V  cm'1)  Imposed  on  gaseous  oscillators  result  In  the  well-known  Q- 
branch/Stark  splitting  of  the  levels  (26),  as  well  as  the  lesser  Investigated 
phenomenon  of  frequency  shifting  of  condensed  state  vibrational  modes  (27). 

In  addition.  Induced  dipole  moments  In  these  molecules  will  lead  to  Infrared 
absorbances  that  vary  quadra tlcally  with  the  external  field  Intensity.  The 
Induced  dipole  moment  in  a  molecule  In  the  direction  t  of  the  polarized 
radiation  In  a  field  of  strength  Zt  In  the  same  direction.  Is  given  by 
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where  a£  Is  the  value  of  the  polarizability  In  the  direction  t.  The 
absorption  coefficient  Is  given  by 


B  - 


2*2vT 

c0hC 


P  ‘ 
Kf1 


where  v  Is  the  optical  frequency  of  the  Infrared  transition,  h  Is  Planck's 
constant,  c  is  the  velocity  of  light  In  a  vacuum,  T  is  the  number  of  absorbing 
dipoles  per  unit  cross  sectional  area,  eQ  is  the  permittivity  of  free  space, 
and  Pfj  Is  the  transition  dipole  matrix  element.  The  transition  dipole  matrix 
element  In  the  presence  of  an  external  field  is  given  by  (25) 


where  P0  Is  the  value  of  the  permanent  dipole  moment.  Thus  B  is  calculable 
from  the  former  equation  when  the  changes  in  dipole  moment  and  polarizability 


with  respect  to  t he  normal  coordinate  are  known.  Upper  bound  values  of  3  for 
several  electrode-adsorbed  systems,  as  a  function  of  the  externally  applied 
field  strength,  have  been  tabulated  (25). 

Electric  field  strengths  across  the  electrical  double  layer  should  be 
sufficient  to  Induce  significant  dipole  moments  In  oscillators  adsorbed  on  the 
metal  electrode.  As  a  result,  shifts  In  the  frequencies  of  the  normal 
vibration,  infrared  activation  of  modes  normally  only  Raman  active,  and 
quadratic  electric  field  dependence  of  the  band  Intensities  are  expected.  The 
electrochemlcally  activated  Stark  effect  (TEASE)  has  been  observed  and  Is 
discussed  for  specific  systems  In  later  sections.  Molecules  with  permanent 
dipole  moments  may  have  Induced  dipole  moments  In  some  modes  which  will  be 
small  compared  to  the  normal  dipole  moment  change.  In  such  cases  (CO  and 
ethylene,  Ag  modes)  the  Induced  dipole  change  may  not  lead  to  detectable 
changes  In  the  observed  absorbance.  Highly  polarizable  symmetric  modes  in 
larger  molecules  (e.g.,  naphthalene,  anthracene,  TONE,  TCNQ)  will  give  rise  to 
large  changes  in  the  induced  dipole  moment  and  are  readily  observed  (25). 

In  addition  upon  adsorption,  a  molecular  species  loses  translational  and 
some  of  Its  rotational  degrees  of  freedom.  These  lost  modes  are  replaced  by 
new  surface  vibrational  modes.  The  resulting  complex  Is  composed  always  of 
reduced  symmetry  elements.  An  Inversion  center  Is  not  possible  In  the  overall 
complex,  and  neither  Is  a  mirror  plane  unless  it  contains  the  surface 
normal.  Thus  symmetry  elements  that  can  remain  are  the  rotation  axes  and 
mirror  planes  which  are  normal  to  the  binding  surface.  Intensities  of  any  new 
bands  arising  from  the  new  symmetry  will  depend  on  the  strength  of  surface 
bonding  which  led  to  the  reduction  In  symmetry.  This  will,  In  general, 
determine  which  new  bands  are  Indeed  observable.  Considerations  of  the 
possible  orientations  that  a  molecule  can  assume  on  a  well  defined  surface, 
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along  with  the  possiole  two  jmensional  lattice  participa  .ing  in  the  binding 
can  lead  to  a  wealth  of  Information  regarding  the  structure  and  surface 
orientation  of  adsorbed  species. 

A  further  possibility  for  complication  In  the  Interpretation  of  SNIFTIRS, 
EMIRS,  and  IRRAS  spectra  results  from  the  possibility  that  Interaction  of 
adsorbates  with  surface  atoms  of  the  electrode  may  distort  the  structure  of 
the  adsorbate  from  Its  free  state  equilibrium  structure.  One  interesting 
example  of  distortion  of  the  molecule  Itself  has  been  presented  by  Margrave, 
et.  al.  (28).  This  work  describes  the  Interaction  of  water  with  metal  atom 
clusters  In  solid  matrices.  Infrared  spectra  of  M-OH2  complexes  Indicate 
Interaction  via  electron  donation  from  the  0  lone  pair  orbital  (29)  of  water 
and  not  the  n  lone  pair  orbital,  resulting  In  a  distortion  of  water  toward  a 
linear  configuration.  Such  results  may  be  compared  with  Interactions  of  water 
with  the  metal  electrode  surface  In  order  to  provide  information  regarding  the 
structure  of  water  In  the  electrical  double  layer. 


1.2.6.  Polarization  Modulated  IRRAS  Technique 

Polarization  modulated  Infrared  reflection-absorption  spectroscopy 
(IRRAS)  takes  advantage  of  the  fact  that  light  polarized  parallel  to  the  plane 
of  Incidence  at  the  metal  surface  is  absorbed  much  more  strongly  by  adsorbate 
molecules  than  that  polarized  perpendicular  to  that  plane,  as  discussed  above 
(21).  Modulating  between  the  two  polarizations  results  In  the  Intensities  of 
the  parallel  and  perpendicular  components  of  the  radiation,  Ip  and  Is,  being 
alternately  detected.  This  produces  an  ac  signal  at  the  output  of  the 
detector  which  Is  proportional  to  Ip  -  Is.  Since  Ip  Is  absorbed  by  surface 
molecules  and  Is  Is  not,  the  signal  Includes  the  Infrared  spectrum  of  the 
adsorbate.  Actually,  It  has  been  shown  (32)  that  the  difference  In  absorption 


between  Ip  and  Is  Is  obtained  within  a  few  microns  of  the  metal  surface,  which 
Is  roughly  the  thickness  of  the  thin  layer  of  solution  used  in  these 
experiments.  Therefore  the  ac  output  signal  represents  the  IR  spectrum  of  the 
adsorbate  and  of  much  of  the  solution  In  the  thin  layer  as  well. 

A  number  of  approaches  have  been  taken  to  apply  this  technique  to  the 
study  of  molecules  adsorbed  on  metal  surfaces  from  the  gas  phase  (15,16,30) 
and  In  electrochemical  systems  (17).  We  shall  describe  those  that  have  been 
used  for  electrode  surfaces  in  solution.  These  have  used  a  photoelastic 
modulator  (PEM)  incorporated  Into  a  dispersive  (15,17)  or  an  FTIR  spectrometer 
(18,31).  In  both  cases  a  double  modulation  scheme  has  been  used  which 
produced  both  the  sum  (lp  ♦  ls)  and  the  difference  (Ip  -  Is)  of  the  two 
intensities.  Since  Ip  and  Is  are  attenuated  equally  throughout  the  optical 
path,  except  close  to  the  electrode,  forming  the  ratio  (Ip  -  Is)/(Ip  +  Is) 
allows  cancellation  of  the  wavelength  dependence  of  source  output,  detector 
response  etc.,  and  of  absorption  by  solution  species  well  away  from  the 
electrode  and  of  absorption  by  gas-phase  species;  this  ratio  Is  the  Infrared 
spectrum  only  of  species  on,  and  close  to  the  surface.  In  contrast  to 
SNIFTIRS  and  EMIRS,  the  IRRAS  spectrum  appears  as  a  normal  single-sided 
infrared  spectrum  and  can  be  obtained  at  a  single  electrode  potential. 

However,  since  absorption  by  even  the  few  microns  of  solution  seen  in  an  IRRAS 
experiment  Is  much  larger  than  absorption  by  surface  species.  It  is  usual  to 
take  the  difference  between  IRRAS  spectra  recorded  at  two  potentials  in  order 
to  subtract  out  the  contributions  from  solvent  and  electrolyte. 

The  principle  of  operation  of  the  photoelastic  modulator  Is  well 
established  (33)  and  PEMS  for  the  Infrared  are  commercially  available  (34). 

The  PEM  is  a  transparent  cubic  crystal  which  has  an  Isotropic  Index  of 
refraction  when  unstressed.  A  periodic  strain  is  Induced  into  one  axis  of  the 


crystal,  wnicn  results  in  j  periodically  changing  refractive  index  for 

radiation  polarized  In  that  direction  and  hence  a  periodic  phase  retardation 
for  radiation  with  that  polarization.  In  order  to  produce  modulation  of  Ip 
and  Is,  the  stress  axis  of  the  PEM  Is  mounted  at  an  angle  of  45*  with  respect 
to  the  surface  normal,  and  a  fixed  polarizer  Is  placed  after  the  PEM  with  Its 
passing  axis  either  parallel  or  perpendicular  to  the  plane  of  Incidence. 

Since  both  Ip  and  Is  have  components  In  the  direction  of  the  stress  axis,  the 
effect  of  the  modulation  is  to  cause  both  the  parallel  and  perpendicular 
electric  vectors  to  fall  alternately  Into  coincidence  with  the  passing  axis  of 
the  fixed  polarizer  and  hence  be  transmitted  to  the  detector. 

In  dispersive  IRRAS  (15)  the  double  modulation  is  effected  by  using  a 
rotating  blade  chopper  to  chop  the  Infrared  radiation  at  a  frequency  /  thus 
modulating  the  total  radiation  (Ip  +  Is),  while  the  difference  signal  (Ip  - 
Is)  Is  modulated  by  the  PEM/flxed  polarizer  combination  at  a  frequency  2fm, 
where  fm  Is  the  frequency  at  which  the  PEM  is  driven.  The  PEM  is  set  to 
modulate  the  phase  retardation  between  +ir  and  -*  radians  at  a  frequency  fm, 
and  since  a  retardation  of  +w  radians  has  the  same  effect  as  -n  radians,  the 
Intensity  difference  Is  modulated  at  a  frequency  2fm.  Although  the  maximum 
phase  retardation  of  +*  radians  Is  set  for  a  single  wavelength,  this  produces 
useful  modulation  of  (Ip  -  I$)  for  a  relatively  broad  range  about  the  maximum 
retardation  wavelength,  as  discussed  In  reference  22.  The  double  modulation 
produces  Intensity  difference  signals  at  both  2fm  and  2fm±fc;  either  of  these 
may  be  used  with  the  appropriate  demodulation  scheme. 

In  the  Fourier  Transform  IRRAS  experiment  (31)  a  PEM/flxed  polarizer 
combination  Is  placed  In  the  optical  path  of  the  spectrometer.  The  signal, 
when  treated  In  the  normal  way  by  the  signal  processing  electronics,  contains 
the  single  beam  Interferogram  of  the  sample  plus  spectrometer  and  is 


proportional  to  (Ip  +  Is).  mere  is  also  a  signal  at  2fm  which  when 
demodulated  with  a  lock-in  amplifier  results  in  an  Interferogram  which  Is 
proportional  to  the  intensity  difference  (Ip  -  I$).  An  analog  switch  is  used 
to  allow  alternate  sampling  of  the  sum  and  difference  interferograms  during 
the  same  interferometer  mirror  scan.  The  two  interferograms  are  Fourier 
transformed  separately  and  digitally  ratioed  to  produce  a  spectrum  whose 
amplitude  is  proportional  to  (Ip  -  Is)/(Ip  +  Is). 

2.1  APPLICATIONS 

Thus  far,  infrared  spectroscopy  has  been  used  to  investigate  a  relatively 
small  number  of  electrochemical  problems.  The  marriage  of  electrochemical 
techniques  with  Infrared  spectroscopy  is  a  particularly  fruitful  one,  as  it 
allows  one  to  obtain  structure-specific  information  at  the  electrode-solution 
Interface.  In  addition,  in  an  electrochemical  system  one  controls  the 
electrode  potential,  and  this  means  that  one  can  alter  the  adsorbate-surface 
and  adsorbate-adsorbate  interactions  In  a  way  not  possible  in  studies  of 
adsorption  to  surfaces  from  the  gas  phase.  In  the  following  sections  we  shall 
briefly  review  applications  of  the  Infrared  techniques  to  the  study  of 
electrocatalytic  reactions,  molecular  adsorption,  the  detection  and 
Identification  of  Ion  radicals,  and  the  adsorption  of  ions  at  metal  surfaces. 

2.1.1.  ELECTROCATALYTIC  OXIDATION/REDUCTION  REACTIONS 

A  complete  understanding  of  the  mechanistic  pathways  for  electrocatalytic 
reactions  requires  knowledge  of  the  structure  and  orientations  of  adsorbed 
molecules  and  molecular  fragments  together  with  an  understanding  of  the  nature 
of  their  bonding  to  the  surface  and  their  interactions  with  other  adsorbates 
and  solution  species.  Despite  their  structure-insensitive  nature,  traditional 
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|  methods  of  electrochemistry  have  enabled  consideraDle  progress  to  be  made  in 

I  some  of  these  areas.  However,  the  new  structure-sensitive  spectroscopic 

techniques  now  provide  a  direct  test  for  the  validity  of  the  structural 

! 

inferences  based  on  the  indirect  evidence  provided  by  standard  electrochemical 
measurements  and  they  also  may  allow  additional  conclusions  to  be  made 

i 

concerning  bonding  and  interactions.  Since  many  electrocatalytlc  reactions 
are  dominated  by  strong  adsorbate/adsorbent  interactions  In  which  the  solvent 
plays  a  relatively  minor  role,  comparisons  of  electrochemical  spectroscopic 
results  with  metal/UHV  spectroscopic  results  may  be  useful.  In  a  number  of 
Important  cases  species  which  form  particularly  strong  bonds  with  the  metal 
surface  will  poison  the  reaction.  These  poisons  should  be  easily  Identified 
by  the  spec troelectrochemi cal  methods. 


2.2.2.  Hydrogen  Adsorption  from  Aqueous 
Acidic  Solution  on  Pt  and  Rh 

The  first  Interpretations  of  EMIRS  data  to  propose  a  model  for  the 
orientation  and  identity  of  surface  species  were  made  from  studies  of  hydrogen 
adsorption  on  Pt  (35)  and  Rh  (36).  These  studies  suggested  that  when  the  Pt 
or  Rh  surface  is  covered  with  hydrogen  atoms  in  a  layer  above  the  surface  with 
each  hydrogen  bonded  to  a  single  metal  surface  atom  the  hydrogen  atoms  are 
themselves  connected  via  hydrogen  bonds  to  water  dimers  In  the  adjacent 
layer.  This  conclusion  was  based  upon  the  observation  and  relative 
intensities  of  vibrational  fundamentals,  overtones,  and  combination  bands  for 
H20,  D20  and  HDO. 


Hydrogen  atoms  are  known  to  adsorb  on  these  metals  In  different  sites. 
The  model  for  adsorbed  hydrogen  described  above  in  on-top  sites  is  associated 
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from  the  potential  for  hydrogen  evolution.  Another  kind  of  adsorbed  hydrogen 
which  Is  not  oxidized  off  the  surface  until  the  potential  is  made  even  more 
positive  is  thought  to  consist  of  a  proton  buried  inside  the  metal  surface 
with  its  electron  in  the  conduction  band  of  the  metal.  When  the  potential 
limits  for  the  EMIRS  experiment  are  chosen  such  that  this  strongly  adsorbed 
hydrogen  Is  adsorbed  and  desorbed  each  modulation  cycle,  no  water  bands  are 
observed.  This  observation  Is  consistent  with  the  burled  proton  model  in 
which  the  structure  of  water  in  the  surface  layer  does  not  change  during  the 
potential  modulation. 

We  refer  here  to  the  potential  region  between  that  for  oxidation  of 
strongly  adsorbed  hydrogen  and  oxidation  of  the  metal  as  the  double  layer 
region.  Modulation  of  the  potential  between  two  limits  both  in  the  double 
layer  region  produces  a  small  featureless  shift  in  baseline  attributed  to  the 
electroreflectance  effect.  If  the  same  magnitude  modulation  width  is  used  but 
the  more  negative  potential  Is  In  the  region  for  strongly  adsorbed  hydrogen, 
the  shift  in  baseline  is  much  larger.  This  larger  change  in  the  reflectivity 
of  the  metal  is  consistent  with  the  buried  proton  model  with  its  associated 
increase  In  the  number  of  conduction  electrons  upon  hydrogen  adsorption. 

2.2.3.  Electrocatalytic  Oxidation  of 
CH-tQH,  HCHO ,  and  HCQOH 

Numerous  studies  of  the  electrocatalytic  oxidation  of  simple  organic 
molecules  (37,38)  using  standard  electrochemical  techniques  have  shown  that  in 
acidic  solutions  active  metal  electrodes  are  rapidly  inactivated  by  the 


formation  of  a  strongly  adsoroed  poison.  Coulometnc  evidence  has  oeen 
Interpreted  to  suggest  a  ;CH0  species  occupying  three  surface  sites  as  the 
dominant  poison  formed  during  oxidation  of  many  simple  organic  molecules. 
Although  : CHO  appears  to  be  the  most  widely  accepted  candidate  for  the  poison 
In  such  reactions,  the  alternative  of  a  (CQ)ads  poison  has  been  proposed 
(39,40,41,42). 

The  described  spectroelectrochemlcal  methods  offer  the  ability  to 
identify  specific  adsorbed  species  through  observation  of  their  vibrational 
spectra.  Such  is  indeed  the  case  for  the  identification  of  the  dominant 
poison  for  the  electrocatalytic  oxidation  of  these  organic  molecules.  The 
second  successful  EMIRS  study  (following  the  hydrogen  adsorption  study)  and 
the  first  IRRAS  application  to  an  electrochemical  system  Involved  this 
subject.  Systems  investigated  by  EMIRS  include  methanol  on  Pt  (43),  formic 
acid  on  Pt,  Rh,  and  Pd  (44,45),  and  formaldehyde  on  Pt,  Rh,  and  Pd  (46).  The 
IRRAS  method  has  been  used  to  confirm  the  conclusions  of  EMIRS  studies  (15,18) 
as  did  the  optical-electrochemical  linear  potential  sweep  method  (20).  These 
studies  have  firmly  established  a  series  of  (C0)ad$  species  as  the  strongly 
adsorbed  poisons  from  the  oxidation  of  each  of  these  molecules  on  all  three 
metals  with  one  exception:  electrochemical  measurements  have  shown  that  no 
strong  poison  is  formed  during  the  oxidation  of  formic  acid  on  Pd. 

Three  distinct  (C0)ads  species  can  be  identified  from  the  spectral 
frequencies  at  which  the  CO  stretching  mode  is  observed.  There  is  a  CO 
stretch  near  2100  cm"1  indicating  a  perpendicularly  adsorbed  molecule  sitting 
on  top  of  a  single  metal  atom,  a  band  near  1900  cm"1  with  CO  in  a  bridged  site 
between  two  surface  atoms,  and  an  1850  cm"1  band  with  CO  in  a  site  with  strong 
interaction  with  three  surface  atoms  is  well  established  from  studies  on  the 
metal/gas  interface  (47).  The  frequency  at  which  each  (C0)ads  species  absorbs 


was  shown  In  the  metal /gas  interface  measurements  to  increase  as  the  surface 
coverage  Increased.  Electrochemical  spectral  measurements  show  this  coverage 
effect  as  well  as  a  frequency  dependence  on  the  electrode  potential  and  the 
nature  of  the  metal.  The  number  of  observed  (C0)ads  species  and  their 
relative  populations  depend  on  the  coverage  and  upon  the  history  of  the 
electrode.  The  EMIRS  spectrum  of  an  aqueous  acidic  solution  containing  0.1  M 
HCHO  using  a  Rh  electrode  is  shown  in  Fig.  6.  Bipolar  bands  with  zero 
crossings  at  1905  cm"1  and  2020  cm"1  are  assigned  to  (C0)ads  species  in 
bridged  and  linear  sites  respectively.  This  spectrum  Indicates  that  on  Rh  the 
CO  bond  Is  strengthened  (vibrational  band  shifts  to  higher  wavenumber)  as  the 
electrode  potential  becomes  more  positive,  but  that  the  amount  of  each 
adsorbed  species  does  not  change  appreciably  over  the  0.05  V  to  0.45  V  (NHE) 
range.  Two  bands  from  (C0)ads  species  are  also  observed  in  the  oxidation  of 
methanol  on  a  Pt  electrode.  The  shape  of  the  bipolar  band  for  the  linear 
adsorbed  species  might  indicate  more  adsorbate  at  the  more  positive  potential 
due  to  the  stronger  negative  peak.  However,  care  must  be  exercised  in 
analyzing  shapes  of  difference  spectra  since  one  cannot  assume  the  infrared 
bands  at  either  potential  are  symmetric.  The  appearance  of  a  positive  only 
band  for  (C0)ads  in  a  three-fold  site  strongly  suggests  the  conversion  of 
three-fold  (C0)ads  to  linear  (C0)ads  as  the  potential  becomes  more  positive. 

Identification  of  the  (CQ)ads  species  was  confirmed  by  EMIRS  studies  of 
the  direct  adsorption  of  CO  from  solution  onto  Pt,  Rh  and  Au  electrodes  (48) 
and  onto  a  Pd  electrode  (49,50).  IRRAS  spectra  for  aqueous  acidic  solutions 
saturated  with  CO,  Fig.  7a,  show  the  shift  of  the  vibrational  band  with 
potential.  Fig.  7  also  compares  the  difference  spectrum  formed  from 
subtraction  of  two  of  the  IRRAS  spectra  from  Figure  7a  corresponding  to  the 
potentials  used  as  modulation  limits  for  an  EMIRS  spectrum.  The  subtracted 


IRRAS  spectra  are  shown  in  -'igure  ?o  and  tfte  corresponding  EMIRS  spectrum  in 
Fig.  7c.  In  aqueous  acidic  solutions  the  shift  with  electrode  potential  for 
the  CO  stretching  mode  for  linear  (C0)ads  Is  to  higher  wavenumber  at  a  rate  of 
30  cm"1  V"1  as  the  potential  Is  made  more  positive. 

A  particularly  Interesting  example  of  the  Influence  of  coverage  on 
( CO ) ads  species  Is  shown  In  the  spectra  for  the  CO/Pd  system,  Fig.  8.  At  low 
coverage,  e  <  0.41,  a  bipolar  EMIRS  band  Is  observed  In  the  range  for  three- 
coordinate  (C0)ads.  Between  9  =  0.41,  Fig.  8d,  and  8  *  0.42,  Fig.  8e,  there 
is  a  sharp  Increase  in  Intensity  and  a  shift  of  the  bipolar  band  to  a  position 
corresponding  to  a  bridge  species.  Fig.  9  compares  the  wavenumber  of  the 
observed  (C0)ads  band  vs  0  through  the  region  of  the  reordering  phase 
transition  with  that  observed  for  the  adsorption  from  the  gas  phase  of  CO  on 
Pd(lll)  (51).  The  adsorption  In  the  electrochemical  case  requires  the 
simultaneous  desorption  of  water  and  bisulfate  Ions  and  appears  to  be 
sharper.  As  the  total  coverage  of  (C0)ads  species  Increases  a  band  for  the 
linear  species  appears  but  even  for  the  highest  coverage  measured,  0  *  0.64, 
the  bridge  species  remains  the  dominant  one. 

Many  EMIRS  and  IRRAS  spectra  for  the  direct  adsorption  of  CO  on  Pt  show 
only  linearly  bonded  (C0)a<js.  A  study  of  the  reduction  of  CO2  on  Pt  (52)  has 
established  some  of  the  conditions  for  observation  of  the  various  (C0)ads 
species.  Figure  10  shows  spectra  obtained  for  a  1M  H2SO4  solution  saturated 
with  CO2  using  various  potential  modulation  limits.  No  adsorbed  CO  species 
are  observed  when  both  potential  modulation  limits  lie  outside  of  the  hydrogen 
region.  Fig.  10a.  With  the  same  modulation  width  but  with  one  modulation 
potential  In  the  hydrogen  region.  Fig.  10c,  both  three-coordinated  and  linear 
{CG)ads  species  are  observed.  These  spectra  indicate  that  the  reduction  of 
CO2  to  (C0)ads  takes  place  by  reaction  with  adsorbed  hydrogen.  Three- 


coordinate  C CO ) ac^s  appears  to  form  more  readily  via  CO2  reduction  than  from 
direct  electrosorption  of  CO,  HCOOH  or  HCHO  under  conditions  which  exclude  the 
formation  of  C02. 

The  poisoning  of  the  electrode  surface  In  these  systems  can  be  at  least 
partially  Inhibited  by  the  deposition  onto  the  electrode  surface  of 
submonolayer  quantities  of  lead  (53).  Fig.  11  shows  EMIRS  spectra  for  the 
HCHO/Pt  system  for  two  potential  modulation  ranges  In  the  absence  (Fig.  11a) 
and  presence  (Fig.  lib)  of  lead  (54,55).  The  shift  of  the  linear  (C0)ads  band 
toward  lower  wavenumbers  and  Its  reduced  Intensity  indicate  a  reduction  In 
coverage  of  this  species  In  the  presence  of  lead.  Failure  to  observed  three- 
coordinated  (C0)ad$  in  Fig.  lib  suggests  lead  atoms  are  even  more  effective  in 
blocking  these  sites. 

No  EMIRS  or  IRRAS  results  have  provided  any  spectroscopic  evidence  for 
the  presence  of  an  adsorbed  COH  species.  In  fact  the  linear  (C0)ads  species 
is  stable  to  very  negative  potentials  even  in  an  HCOOH/Pt  system.  Even  with 
the  forcing  conditions  of  potentials  to  -0.700  V  there  is  no  evidence  of  the 
reduction  of  CO  to  COH.  The  close  correlation  between  CO  species  adsorbed 
from  solution  and  CO  species  adsorbed  from  the  gas  phase  onto  metal  surfaces 
prepared  in  UHV  where  there  Is  no  source  of  hydrogen  rules  out  the  possibility 
that  one  of  the  bands  assigned  to  a  (C0)ads  species  was  COH.  It  must  be 
concluded,  therefore,  that  the  hitherto  generally  accepted  preference  for  the 
role  of  COH  as  the  major  poisoning  species  for  the  electrocatalytlc  oxidation 
of  these  simple  organic  systems  Is  no  longer  tenable. 


2.2.4.  Interactions  of 
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Electrodes.  Other  (C0)aHe  Molecules, 
and  Solution  Species 

The  adsorption  of  CO  from  the  gas  phase  onto  catalytically  active  metals 
has  been  extensively  studied  by  Infrared  reflectance  spectroscopy  due  to  the 
importance  of  this  system  and  the  Intense  strength  of  the  Infrared  absorption 
of  CO.  The  close  similarity  between  the  (C0)ads  species  formed,  either 
directly  or  Indirectly,  on  metal  electrodes  and  the  comparable  species 
observed  on  the  same  metals  following  adsorption  from  the  gas  phase  has 
already  been  noted.  A  shift  of  the  CO  stretching  mode  of  gaseous  CO,  2143 
cm-1,  to  2064  cm"1  for  Isolated  CO  molecules  adsorbed  on  a  Pt  surface  is 
generally  attributed  to  a  weakening  of  the  CO  bond  by  the  back  donation  of 
electron  density  from  a  filled  Pt  d  orbital  to  a  n*  CO  orbital  (56,57).  As 
the  coverage  of  (C0)ads  on  Pt  Increases,  the  CO  vibrational  bands  shifts  to  a 
maximum  value  of  2110  cm"1  for  the  saturated  surface.  Two  mechanisms  for  the 
coverage  dependence  have  been  proposed.  One  Is  a  through-space  dipole-dipole 
coupling  mechanism  (58,59)  and  the  other  Involves  the  metal  surface  (60). 
Attempts  to  distinguish  these  mechanisms  have  centered  on  studies  of 
Isotopically  mixed  samples  adsorbed  on  Pt  (61). 

Electrochemical  spectral  measurements  appear  Ideally  suited  to  probe  the 
origin  of  the  CO/CO  coupling  mechanism  since  the  electrode  potential  can  be 
used  to  "fine  tune"  the  electronic  properties  of  an  electrode  surface.  The 
well  known  linear  correlations  between  the  electronegativity  of  a  metal  and 
Its  work  function  and  between  the  work  function  and  the  potential  of  zero 
charge  Imply  that  the  electronegativity  of  the  atoms  In  an  electrode  surface 
will  depend  upon  the  value  of  the  electrode  potential.  The  shift  of  the 
vibrational  band  of  linear  (C0)ads  with  potential,  dv/dE  =  30  cm-1  V"1  for 


aqueous  acidic  solutions,  noted  in  the  previous  section,  can  be  attributed  to 
a  reduction  in  availability  of  surface  electrons  for  back-bonding  Into 
the  w*  CO  orbital  as  the  electrode  potential  is  made  more  positive. 

Electrochemical  spectral  studies  permit  independent  determinations  of  the 
effects  of  changing  the  electrode  potential  at  constant  coverage  and  of 
changing  coverage  at  constant  potential.  In  addition  both  coverage  and 
potential  effects  can  be  determined  for  various  isotopic  mixtures.  Fig.  12 
shows  EMIRS  spectra  for  various  mixtures  of  *2C0/*3C0  all  at  saturation 
surface  coverage  and  the  same  potential  modulation  limits.  The  appearance  of 
a  single  bipolar  band  for  all  Isotopic  mixtures  is  an  example  of  extreme 
intensity  stealing  by  the  higher  energy  vibrational  modes  of  a  strongly 
coupled  system  of  (C0)a(ls  molecules.  Fig.  13  shows  low  and  high  coverage 
EMIRS  spectra  for  three  12C0/13C0  ratios.  Other  spectra  using  the  same 
potential  modulation  width  as  In  Fig.  13  but  different  modulation  limits  have 
similar  shapes  and  Intensities  but  different  band  positions.  Thus  variation 
of  electrode  potential  at  constant  coverage  changes  only  the  position  of  the 
CO  band  but  variation  of  coverage  at  constant  potential  changes  position, 
shape  and  intensity  of  the  CO  band.  It  therefore  appears  most  probable  that 
the  primary  origins  for  (dv/dE)0  and  (dv/dQ)^  for  CO/Pt  systems  are  different. 
The  d-n*  back-bonding  mechanism  believed  responsible  for  (dv/dE)0  acts 
primarily  through  a  variation  of  the  principle  force  constant,  fj.  The 
coupling  mechanisms  suggested  to  explain  (dv/dQ)^  could  alter  the  interaction 
force  constant,  fjj,  alone  (as  In  through-space,  dipole-dipole  coupling)  or 
alter  both  fj  and  f^j  (as  In  through-metal  vibrational  coupling).  Model 
calculations  for  an  array  of  coupled  oscillators  (62)  using  a  model  similar  to 
that  used  by  Moskovltz  and  Hulse  (60)  appear  to  better  fit  observed  EMIRS 
results  such  as  those  In  Fig.  13  if  the  entire  coverage  dependence  is 


2.5.2.  Adsorption  of  3isu  1  fate  Ion 


In  experiments  In  which  aqueous  sulphuric  acic  as  been  used  as  the 
electrolyte,  bands  in  the  900  to  1250  cm"1  region  are  often  observed,  and 
these  can  be  assigned  to  vibrations  of  the  bisulphate  Ion.  These  bands  are 
usually  not  present  when  other  species,  such  as  CO  or  HCOOH,  are  strongly 
adsorbed.  EMIRS  spectra  for  1  M  H2S04  on  a  gold  electrode  are  shown  In  Fig. 

36  (82,54).  These  show  a  negative- going  band,  which  1$  a  strong  function  of 
electrode  potential,  superimposed  on  a  broad  positive-going  background.  The 
broad  positive  band  Is  thought  to  be  due  to  changes  in  absorption  of  HS04~  In 
solution;  hydrogen  bonding  In  the  aqueous  solution  can  account  for  the 
broadening  and  overlapping  of  several  bands  expected  for  the  bisulphate  ion  in 
this  region.  The  negative  band  has  been  assigned  to  increased  adsorption  of 
HSO4-  at  the  more  positive  potential.  At  high  potentials,  a  band  assigned  to 
the  S-OH  stretch,  at  950  cm"1.  Is  seen,  as  well  as  a  band  assigned  to  the  SO-rt 
stretch,  near  3400  cm-1.  These  results  have  been  shown  to  be  consistent  with 
rather  weak  adsorption  at  the  lower  potentials,  with  the  ion  predominately 
bound  through  a  single  oxygen  atom.  As  the  potential  becomes  more  positive, 
binding  through  first  two,  and  then  three  oxygen  atoms  becomes  the  most  common 
orientation,  and  this  well  defined  final  orientation  Is  thought  to  give  rise 
to  the  strong,  sharp  band  at  1200  cm"1  seen  at  high  potentials. 

2.5.3  Thiocyanate  Ion 

EMIRS  spectra  due  to  adlayers  formed  from  SCN"  on  both  Au  and  Pt 
electrodes  have  been  reported  (83).  A  number  of  groups  have  studied  the  SE3S 
spectrum  of  SCN"  on  Ag  (84).  Spectra  obtained  from  an  aqueous  solution  of  1  M 
NaF  and  0.01  M  KSCN  and  a  Pt  electrode  are  shown  in  Fig.  37,  and  show  a 
positive-going  band  at  about  2060  cm"1  and  superimposed  on  this  a  sharp. 
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negative-going  band  at  2110  cm'1.  In  the  spectra  of  S-bonded  metal- 
thiocyanate  complexes  the  C  -  N  stretching  frequency  appears  between  2100  and 
2130  cm-1,  and  by  analogy  with  these  results,  the  2110  cm"1  band  has  been 
assigned  to  adsorbed  SCN",  bonded  through  the  sulfur  atom.  The  lower- 
frequency,  positive-going  band  is  thought  to  be  due  to  there  being  less  SCN" 
free  In  solution  In  the  thin  layer  at  the  more  positive  potential.  At  the 
most  positive  potential,  where  anodic  oxidation  of  the  anion  occurs,  the 
spectra  show  the  disappearance  of  the  adsorbed  SCN"  and  a  large  depletion  of 
the  SCN"  in  solution.  The  C  -  N  stretching  frequency  of  the  adsorbed  SCN" 
Increases  as  the  potential  Is  made  more  positive;  this  effect  has  also  been 
observed  for  SCN"  on  Ag,  using  SERS  (86).  The  conclusion  drawn  from  the  SERS 
results  was  that  the  major  species  formed  on  Ag  is  S-bonded  adsorbed  SCN*. 

The  spectra  of  an  adsorbate  formed  from  thiocyanate  ion  on  gold  show  more 
complex  behavior  and  this  has  been  Interpreted  as  Involving  both  N-bonded  and 
S-bonded  adsorption  of  SCN"  (83).  These  spectra  are  shown  In  Fig.  38  for 
which  the  electrolyte  was  aqueous  1  M  Na2S04  +  0.005  M  KSCN.  A  small 
amplitude  bipolar  band  is  observed  even  at  the  most  negative  potentials.  A 
partial  coverage  of  S-bonded  adsorbed  SCN"  could  produce  this  feature  If  the 
frequency  shift  with  potential  of  the  C-N  stretch  is  positive  as  observed  for 
this  adsorbate  on  Pt.  A  unipolar  band  at  2060  cm"1  appears  at  +0.2  V,  and  its 
Intensity  increases  with  increasing  potential  until  at  +0.75  AR/R  is  greater 
than  4  x  10"^.  The  Intensity  of  the  bipolar  band  also  Increases,  but  by  a 
much  smaller  amount.  As  for  SCN"  on  Pt,  the  band  at  2060  cm"1  could  be  due  to 
a  depletion  of  SCN"  In  solution,  but  if  the  solution  species  is  being  depleted 
because  of  an  Increased  coverage  of  adsorbed,  S-bonded  SCN",  the  Intensity  of 
the  band  near  2100  cm"1  should  Increase  more  than  Is  observed.  Another 


possibility  Is  that  both  SCN"  In  solution  and  adsorbed,  N-bonded  SCN" 
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contribute  to  the  2060  an-1  band.  In  N-bonded  metal-thiocyanate  complexes, 
the  difference  in  the  C  -  N  stretching  frequency  between  the  complex  and  SCN" 
in  solution  is  usually  very  small,  but  the  intensity  of  the  band  in  the 
complex  Is  significantly  larger.  If  this  Is  the  same  in  adsorbed,  N-bonded 
SCN",  then  the  desorption  of  even  a  small  amount  of  this  adsorbate  would 
result  In  a  high  Intensity  positive-going  band  at  2060  cm"*.  This  explanation 
Implies  that  the  N-bonded  and  S-bonded  adsorbates  are  both  present  at  the  more 
negative  potentials,  and  that  the  coverage  of  the  former  decreases  and  that  of 
the  latter  increases  at  potentials  greater  than  +0.1  V.  The  fact  that  only 
the  S-bonded  species  contributes  to  the  spectrum  at  more  negative  potentials 
could  result  from  the  value  of  dv/dE  for  the  C  -  N  stretch  In  N-bonded  SCN" 
being  very  small.  The  very  small  change  in  the  C  -  N  stretching  frequency  on 
going  from  free  SCN"  to  the  N-bonded  species  may  be  consistent  with  this. 

These  results  provide  evidence  for  both  N-bonded  and  S-bonded  SCN"  adsorbed  on 
Au,  but  further  experiments  are  required  to  verify  the  existence  of  both  these 
species. 


2.5.4  Cyanide  ion 

There  have  been  two  reports  of  the  Infrared  spectrum  of  adsorbed  cyanide, 
on  Au  and  Ag  using  EMIRS  (85),  and  on  Ag  using  IRRAS  (19).  The  SERS  spectrum 
for  CN"  on  Ag  has  been  studied  extensively  (86-97).  The  IRRAS  study  showed  a 
band  at  2080  cm"1  with  frequency  and  Intensity  Independent  of  electrode 
potential,  and  another  band  at  about  2100  cm"1,  which  shifted  to  higher 
wavenumber  and  Increased  In  Intensity  as  the  potential  was  made  more 
positive.  The  2080  cm'1  band  was  assigned  to  the  C  -  N  stretch  of  cyanide  ion 
In  solution,  and  the  potential-dependent  band  near  2100  cm"1  to  an  adsorbed 
cyanide  species.  The  results  of  the  EMIRS  study  (35)  were  similar;  for  Ag 
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they  show  a  single  Dipolar  sand  near  2100  cm  and  its  potential  dependence 
showed  that  dv/d£  for  the  adsorption  band  giving  rise  to  this  feature  is  about 
30  cnfVv,  the  same  as  observed  with  IRRAS.  Since  the  shift  with  potential 
was  the  same  as  that  observed  for  CO  on  Pt,  and  since  CN‘  Is  isoelectronlc 
with  CO,  this  was  felt  to  be  evidence  that  the  mechanism  for  the  band  shift 
with  potential  was  the  same  for  the  two  adsorbates,  and  that  CN~,  like  CO,  Is 
bound  In  a  linear  configuration  on  Ag  (26).  Another  possibility  Is  that  the 
adsorbate  Is  a  surface  complex  such  as  Ag( CN ) 2”  (85). 

IRRAS  measurements  made  at  more  positive  potentials  at  which  oxidation  of 
the  electrode  begins  showed  a  decrease  in  Intensity  of  both  the  2080  and  2100 
cm-*  bands,  and  the  growth  of  a  new  band  at  2136  cm-1.  Since  this  band  could 
be  observed  with  both  s-  and  p-polarlzed  light  alone.  It  was  concluded  that  it 
was  due  to  a  solution  species,  and  was  assigned  to  Ag(CN)2“  (19). 

A  comparison  of  the  Infrared  results  discussed  above  with  the  previously 
reported  SERS  results  (86-97)  shows  that  the  peak  position  and  dependence  on 
potential  of  the  band  due  to  the  surface  cyanide  species  are  similar  in  both 
experiments,  although  the  line  width  observed  In  the  Raman  spectra  Is  much 
larger  than  that  observed  with  IRRAS.  None  of  the  SERS  spectra  show  bands  due 
to  the  solution  species  that  are  observed  with  IRRAS.  Comparison  of  Infrared 
measurements  of  vibrational  spectra  of  adsorbates  with  SERS  measurements  may 
help  In  understanding  the  origin  of  the  SERS  effect. 


2.5.6.  Hexacyanoferrate 

The  ferro/ferri cyanide  redox  couple  In  aqueous  solutions  has  been  used 
for  many  years  as  a  model  for  the  study  of  heterogeneous  electron  transfer 
reactions.  The  electron  transfer  Is  thought  to  take  place  by  an  outer  sphere 
mechanism,  with  quasi-reverslble  kinetics  (the  rate  constant  Is  around  10~2 


cm  s'-1  at  room  temperature) .  Recent  reports,  however,  have  suggested  tnat  tne 
reaction  is  not  as  simple  as  has  been  supposed.  Observations  have  Included 
the  marked  dependence  of  the  electron  transfer  rate  constant  on  the 
composition  of  the  supporting  electrolyte  (98,99)  and  the  possible  adsorption 
of  the  complex  Ions  at  the  electrode  (100,101).  There  Is  evidence  In  the 
latter  paper  for  adsorption  of  the  Ions  through  a  -CN  group  bonded  via  the 
nitrogen  atom  to  the  surface  platinum  atoms. 

The  system  has  been  Investigated  with  the  SMIFTIRS  technique  In  the  C  s  N 
stretching  region  of  the  spectrin  (102).  Figure  39  shows  the  difference 
spectra  of  ferrocyanlde  oxidation  as  a  function  of  potential  modulation  using. 
Instead  of  the  usual  square  wave  potential  program  a  staircase  potential 
program.  Here  one  hundred  interferograms  are  co-added  at  each  potential,  and 
each  set  of  data  is  normalized  to  AR/R  by  dividing  by  a  previously  stored  set 
of  data  taken  at  the  -0.20  V  base  potential.  The  solution  contained  5  mM 
K4Fe(CN)6  with  0.50  M  K2S04  as  supporting  electrolyte.  The  band  directed 
upward  at  2040  cm'^  Is  due  to  depletion  of  the  bulk  FeiCN)64~  species  as  It  Is 
oxidised  to  Fe(CN)63"  at  the  more  positive  potentials.  This  band  Increases  In 
intensity  with  Increasing  positive  potential,  until  a  constant  Intensity  is 
reached  when  all  the  Fe(CN)g4"  In  the  thin  layer  has  reacted.  The  band 
directed  downward  at  2114  cm-1  Is  due  to  formation  of  Fe(CN)63~  at  the  more 
positive  potential.  The  Intensity  of  this  band  also  Increases  with  potential, 
reaching  a  maximum  value  at  a  slightly  lower  potential  (+0.25  V)  than  the 
potential  at  which  the  Fe(CN)g4’  band  has  its  maxlmtan  (+0.30  V).  However, 
this  band  decreases  In  intensity  with  further  increase  In  potential. 

Indicating  a  loss  of  some  of  the  Fe(CN)g3"  species  at  high  positive 
potentials.  Electronic  spectroscopy  of  solutions  of  K3Fe(CN)6  under  these 
same  conditions  Indicate  that  the  Fe(CN)g3'  species  Is  stable  In  bulk 
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solution.  The  disappearance  of  Fe(CN)g3”  can  be  most  easily  explained  by 

adsorption  onto  the  electrode  at  very  positive  potentials.  There  are  two 

other  bands  in  the  spectrum,  a  peak  at  2092  cm”*  and  a  shoulder  at  2061  cm" 

*.  The  2092  cm”1  band  shifts  in  frequency  with  potential  (by  -100  cm“*/V)  and 
its  intensity  varies  with  potential  in  the  opposite  manner  to  the  intensity  of 

the  2114  cm"*  Fe(CN)g3”  band.  The  2092  cm”*  band  can  therefore  be  assigned  to 
the  adsorption  product  of  Fe(CN)g3”.  The  shoulder  at  2061  cm”*  is  at  the  same 
wavelength  as  adsorbed  CN~  (this  refers  to  a  separate  experiment  in  which 
previously  adsorbed  CN“  was  displaced  from  the  electrode  by  S042”  as  the 
potential  was  stepped  from  -0.20  V  to  +0.40  V).  This  band  is  evidence  for 
surface  decomposition  of  Fe(CN)g3”  upon  adsorption. 

The  same  experiment  was  performed  on  a  solution  containing  K3Fe(CN)6  as 
the  substrate  Instead  of  K4Fe(CN)g  (Figure  40).  In  this  case,  the  base 
potential,  to  which  the  spectra  were  normalized  to  give  AR/R  values,  was  +0.4 
V.  At  this  potential  adsorbed  Fe(CN)g3”  must  be  present.  The  band  at  2114 
cm”*,  corresponding  to  loss  of  Fe(CN)g3”  at  the  more  negative  potential, 
approaches  a  maximum  intensity  and  remains  constant.  The  Fe(CN)g4”  band  at 
2040  cm”*,  corresponding  to  production  of  that  species,  does  the  same.  There 
Is  no  evidence  for  the  production  of  a  new  adsorbed  species  following  the 
reduction  of  Fe(CN)g3”,  nor  desorption  of  the  adsorbed  species  discussed 
above.  This  experiment  suggests  that  the  adsorption  of  Fe(CN)g3”  at  high 
positive  potentials  is  Irreversible. 

Further  evidence  for  the  irreversibility  of  the  adsorption  is  provided  by 
data  from  the  difference  spectra  as  a  function  of  potential  modulation  using 
the  usual  pulse  technique.  With  other  experimental  conditions  the  same  as  for 
above  (t.e.,  using  the  substrate  K4Fe(CN)g,  and  a  base  potential  of  -0.20  V), 
only  the  bands  for  removal  of  bulk  Fe(CN)g4”  (2040  cm”*  and  for 


attribute!  to  tre  interact'. -i  ror-e  . distant.  This  suggests  tne  importance  ;* 

dipole-dipole  coupling  although  current  experiments  cannot  rule  out  a  minor  or 
even  major  contribution  by  through-metal  coupling. 

The  electrochemical  spectral  results  afso  show  a  further  shift  In  the  CO 
frequency  due  to  interaction  with  solution  species.  Isolated  (CO ) a<js  adsorbed 
on  Pt  from  the  gas  phase  show  an  infrared  band  at  2064  cm"1  while  the 
corresponding  band  for  CO  adsorbed  from  aqueous  acidic  solutions  occurs  at 
2030  cm-1.  The  position  of  the  linear  (C0)ads  on  Pt  for  saturated  surface 
coverages  are  2110  cm"1  (gas)  and  2080  cm"1  (solution).  Preliminary  results 
for  the  CO/Pt  system  for  adsorption  from  methylene  chloride  and  acetonitrile 
show  that  dv/dE  for  these  solvents  are  15  cm"1  V*1  and  17  cm"1  V"1 
respectively  (63).  Completion  of  ^CO/^CO  and  coverage  studies  in  these 
organic  solvents  Is  expected  to  contribute  additional  insight  into  the 
interactions  of  (C0)ads  species. 

2.3.1.  MOLECULAR  ADSORPTION 

Several  examples  of  non-dissoclatlve,  molecular  adsorption  have  been 
investigated.  Two  such  examples  will  be  reviewed.  The  adsorption  of 
acrylonitrile  and  benzonitrile  on  gold  provided  spectroscopic  evidence  for 
orientations  of  the  adsorbates  which  were  contrary  to  expectations. 

Adsorption  of  dlfluorobenzene  gives  rise  to  bands  which  are  predicted  by  the 
surface  selection  rule. 

2.3.2.  Dif luorobenzene  Adsorption 

The  SNIFTIRS  Investigation  of  adsorbed  benzene  derivatives  seem  to  be 
well  described  by  the  surface  selection  rules  (64).  Thirteen  of  the  normal 
vibrational  modes  of  p-dlf luorobenzene  are  infrared  active.  All  of  these 


modes  represent  dipole  changes  in  the  plane  of  the  aromatic  ring  except  for 
the  last  three.  The  b3u  modes,  each  with  dipole  derivative  changes 
perpendicular  to  the  molecular  plane,  will  be  expected  to  undergo  absorption 
of  radiation  if  the  species  is  adsorbed  with  the  molecular  plane  parallel  to 
the  metal  surface  ("flat"  adsorption).  The  blti  and  b2u  modes  would  not  be 
expected  to  absorb  radiation  since  their  dipole  changes  all  lie  In  the 
molecular  plane.  The  converse  Is  true  for  adsorption  of  the  species  with  the 
molecular  plane  perpendicular  to  the  metal  surface  ("edge"  adsorption).  For 
any  Intermediate  position  ("skew"  adsorption)  all  transitions  will  be 
expected. 

The  SNIFTIRS  spectrum  for  p-difluorobenzene  (0.5  rnM  in  1.0M  perchloric 
acid)  between  the  potential  limits  of  0.200  V  (base  potential)  and  0.400  V  vs 
NHE  at  a  platinum  mirror  electrode  is  shown  in  Figure  14.  The  bands  extending 
to  positive  values  of  ar/r  correspond  to  absorption  by  the  predominant  species 
in  the  optical  path  at  +0.200  V,  the  solution  dissolved  p-difluorobenzene. 

The  bands  extending  to  negative  values  correspond  to  the  adsorbed  species  at 
+0.400  V.  It  should  be  pointed  out  that  the  total  quantity  of  p-difluoro¬ 
benzene  In  the  thin  layer  of  solution  between  the  electrode  and  the  optical 
window  Is  less  than  that  required  to  form  a  complete  flatly  adsorbed  monolayer 
of  dlfluorobenzene.  Any  solution  dissolved  p-difluorobenzene  that  may  be 
present  in  the  thin  layer  at  the  higher  potential  will  manifest  Itself  as  a 
decrease  In  the  magnitude  of  the  positive  extending  bands.  It  Is  observed 
that  there  are  negative  bands  corresponding  to  two  of  the  b3u  modes  normally 
occurring  at  833  and  509  cm"1.  Under  the  present  conditions  these  are  shifted 
to  811  and  495  cm"1  respectively.  These  results  strongly  suggest  that  the 
molecular  species  Is  adsorbed  on  the  platinum  metal  surface  In  a  flat 
configuration.  The  red  shift  in  the  b3u  modes  In  the  adsorbed  state  is 


expected  since  interaction  of  the  surface  with  the  ^-electrons  of  the  aromatic 
system  win  tend  to  decrease  the  orders  of  the  bonds  Involved  in  those  modes. 

The  SMIFTIRS  spectra  of  the  meta-  and  ortho-  Isomers  are  shown  in  Figure 
15.  These  show  again  that  the  molecule  lies  flatly  adsorbed  at  the  more 
positive  potential.  Negative  bands  are  observed  that  are  associated  with  each 
of  the  normal  vibration  absorptions  which  have  dipole  derivative  changes 
perpendicular  to  the  principal  molecular  symmetry  plane.  In  no  Instance  Is 
there  a  corresponding  band  for  adsortion  for  the  fundamentals  which  are 
associated  with  in-plane  vibrational  modes. 

Figure  16  shows  the  results  of  an  experiment  where  the  potential 
modulation  amplitude  Is  varied.  The  absorption  band  pictured  corresponds  to 
the  b3u  C-C-C  out-of-plane  bending  mode.  As  the  potential  Is  Increased  from 
the  same  Initial  base  of  0.200  V  to  more  positive  potentials,  the  negative 
band  corresponding  to  the  adsorbed  species  is  seen  to  undergo  an  Increasingly 
larger  red  shift,  in  accord  with  the  comments  mentioned  above.  Any  such  shift 
with  potential  is  attributed  to  adsorbed  species  only.  It  is  noted  that  the 
positive  band  of  the  solution  dissolved  species  is  unaffected  by  the  change  in 
potential  as  expected.  The  integrated  area  under  the  positive  and  negative 
lobes  are  equal  to  within  experimental  accuracy,  and  it  Is  thought  that  there 
is  approximately  monolayer  coverage  (64).  It  is  also  important  to  note  that 
even  at  the  highest  potential  used  there  is  no  sign  of  bands  from  the  blu  and 
b2U  modes.  Although,  as  explained  earlier,  these  are  disallowed  by  the 
surface  reflection  rule,  they  could  appear  by  a  mechanism  which  is  essentially 
a  manifestation  of  the  Stark  Effect  and  involves  vibronic  coupling  to  the  high 
electrical  field  at  the  electrode  surface  (25).  We  conclude,  therefore,  that 
for  the  fluorobenzenes  the  polarlzabi 1 1 ty  changes  during  the  biu  and  b2u 
vibrations  are  too  small  to  lead  to  observable  field  effects. 


Hubbard  and  Soriaga  (65 J  have  made  similar  observations  for  a  number  of 


adsorbates  In  the  same  electrode/electrolyte  system.  One  paper  of  their 
series  points  to  the  restructuring  of  the  adsorbed  layer  when  the  Isothern 
equilibrium  Is  shifted  strongly  to  the  surface  by  Increasing  the  concentration 
of  the  solution  dissolved  species.  The  results  for  an  experiment  Involving 
the  effect  of  substrate  concentration  is  shown  In  Figure  17.  The  potential 
modulation  was  from  0.200  to  0.400  V.  Again,  the  electrolyte  was  perchloric 
acid,  and  as  in  Figure  5,  the  spectrum  represents  the  b3u  C-C-C  bending 
mode.  The  temperature  of  the  cell  was  281  K.  Up  to  concentrations  of  about 
0.5  mM,  the  entire  spectrum  is  identical  to  that  described  above.  At  solution 
concentrations  above  0.8  mM  however,  there  is  a  marked  increase  in  the 
magnitude  of  the  bands  and  negative  bands  now  appear  for  all  of  the  modes 
instead  of  just  the  b3u  species.  We  attribute  the  appearance  of  these  new 
bands,  and  the  increase  in  Intensity  to  an  increase  in  surface  density  of 
adsorbed  species  by  the  forced  skewed  packing  by  virtue  of  the  Increased 
solution  concentration  (65).  The  bju  and  b2U  modes  are  now  able  to  interact 
with  the  radiation  since  the  skewed  species  will  have  perpendicular  dipole 
derivative  components  for  every  fundamental  mode. 


2.3.3.  Orientations  of  Adsorbed  Benzonltrlle 


and  Acrylonitrile  on  Au 

The  electronic  structures  of  benzonitrile  and  acrylonitrile  offer  two 

possible  orientations  for  these  molecules  to  adsorb  onto  electrodes.  The 

molecules  might  adsorb  parallel  to  the  electrode  surface  via  bonding  by 

their  n  electron  systems.  Such  bonding  would  likely  Involve  a  donation  of 

bondlng  electrons  from  the  molecule  to  empty  orbitals  on  the  metal  and  »  back- 

★ 

bonding  of  filled  metal  d  orbitals  with  empty  »  orbitals  of  the  adsorbing 
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molecule.  3otn  types  of  idling  would  weaicen  tne  CN  oond  snffting  tne 

position  of  the  CN  stretching  mode  to  lower  wavenumbers  from  its  value  for 

solution  species.  Varying  the  electrode  potential  to  more  positive  values 

★ 

would  strengthen  the  a  donation  and  weaken  the  d-x  back-bonding.  The  former 
effect  would  produce  a  shift  toward  lower  wavenumbers  and  the  latter  a  shift 
toward  higher  wavenumbers  as  the  electrode  potential  is  made  more  positive. 

To  a  first  approximation  the  Intensity  of  the  CN  stretching  mode  for  parallel 
oriented  benzonitrile  and  acrylonitrile  should  be  low.  Observation  of  such 
modes  with  nuclear  displacements  parallel  to  the  surface  would  result  from 
surface  normal  dipole  derivatives  resulting  from  bonding  to  surface  atoms  or 
from  a  change  of  the  polarizability  derivative  with  respect  to  the  normal  mode 
as  discussed  above  under  the  surface  selection  rule. 

The  other  possible  orientation  for  these  molecules  with  respect  to  the 
electrode  surface  Is  one  with  the  molecular  planes  normal  to  the  surface  and 
bonding  via  the  N  atom.  Nitrogen  metal  bonding  would  likely  Involve  donation 

k 

of  N  lone  pair  electrons  to  empty  metal  orbitals  and  d-x  back  bonding  from 

★ 

filled  metal  orbitals  to  empty  x  adsorbate  orbitals.  Since  the  nitrogen  lone 

pair  orbital  Is  somewhat  antibonding  (66),  donation  of  lone  pair  electrons  to 

metal  orbitals  would  strengthen  the  CN  bond  and  produce  a  shift  toward  higher 

★ 

wavenumber  for  the  Infrared  band.  As  noted  above  d-x  back-bonding  has  the 
opposite  effect.  For  both  of  these  bonding  mechanisms  a  shift  In  electrode 
potential  to  more  positive  values  would  strengthen  the  CN  bond  and  shift  the 
infrared  band  toward  higher  wavenumbers.  Since  the  CN  bond  In  this 
orientation  is  normal  to  the  surface,  a  strong  CN  stretch  Infrared  mode  is 
expected. 

EMIRS  spectra  with  varying  cathodic  potential  modulation  limits  for  the 
CN  stretching  region  are  shown  In  Fig.  18  for  benzonitrile  adsorbed  on  a  gold 


electrode  In  1  M  H2SO4.  The  dominant  spectral  feature  is  the  negative  band 

which  becomes  stronger  and  shifts  toward  higher  wavenumbers  as  the  cathodic 

limit  for  the  potential  modulation  Is  made  more  positive  (until  at  very 

positive  potentials  formation  of  gold  oxide  and  oxidation  of  benzonltrlle 

Inhibit  the  adsorption).  The  sign  of  the  band  corresponds  to  greater 

absorption  at  the  more  positive  potential  limit.  The  Increase  In  band 

Intensity  with  more  positive  potentials  Indicates  greater  adsorption  at  the 

more  positive  potentials.  A  weak  positive  single  sided  band  Is  observed  at 

2229  cm"1,  the  position  of  the  CN  stretching  mode  of  solution  benzonltrlle. 

The  sign  of  this  band  Indicates  greater  absorption  at  the  more  negative 

potential.  This  observation  Is  also  consistent  with  removal  of  solution 

benzonltrlle  to  form  the  adsorbed  species  at  the  more  positive  potential.  The 

weak  Intensity  of  the  solution  band  relative  to  the  band  of  the  adsorbate  Is 

likely  due  to  the  averaging  over  random  orientations  of  the  surface  normal 

component  of  the  dipole  derivative  and  the  rapid  reduction  of  the  effects  of 

potential  modulation  for  species  In  solution.  These  spectral  features  are  all 

consistent  with  an  orientation  of  the  molecular  plane  perpendicular  to  the 

surface  with  bonding  via  the  nitrogen  atom.  The  appearance  of  the  CN 

stretching  mode  for  adsorbed  benzonltrile  at  a  higher  wavenumber  than  solution 

benzonltrile  Implies  the  dominance  of  the  bonding  via  the  nitrogen  lone  pair 
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with  empty  metal  orbitals  over  d-*  back-bonding.  Further  evidence  for  the 
perpendicular  orientation  is  shown  In  Fig.  19.  Two  A1  benzene  ring  modes 
appear  In  this  spectral  region  and  are  observed  in  the  EMIRS  spectrum  as 
negative  bands  at  1480  cm-1  and  1595  cm"1.  Furthermore  a  weak  mode  at  1448 
cm*1  Is  observed  as  a  positive  band  corresponding  to  a  solution  species  which 
1$  depleted  as  more  molecules  are  adsorbed. 

The  voltammetry  of  the  gold  electrode  In  sulfuric  acid  (1  M)  over  a  ten- 


fold  concentration  range  of  acrylonitrile  indicates  adsorption  of  that  species 
(67).  This  is  confirmed  by  double  layer  capacitance  measurements  (Figure  20) 
which  also  Indicate  probable  adsorption  of  bl sulfate  anion.  In  general,  there 
1$  considerable  decrease  In  the  capacitance  across  the  entire  potential  range 
investigated.  There  Is  a  sharp  rise  in  capacitance  beyond  1Y  which  signifies 
desorption  of  the  nitrile  and  onset  of  oxide  formation.  Low  concentrations  of 
nitrile  were  used  in  all  experiments  to  avoid  the  possibility  of 
polymerization.  No  evidence  (2115  cm*1  and  2165  cm"1)  appeared  for 
polymerization  at  these  concentrations.  It  Is  concluded  that  across  the 
entire  potential  range  between  hydrogen  evolution  and  oxide  formation,  there 
Is  strong  adsorption  of  the  nitrile. 

Spectroelectrochemlcal  measurements  for  several  potential  modulations 
were  carried  out  over  the  1950  cm*1  to  2450  cm*1  potential  range.  Two  bands 
at  about  2130  cm*1  and  1520  cm"1  were  observed  (Figure  21). 

The  amplitudes  and  positions  of  these  bands  were  found  to  be  potential 
dependent.  Excessive  noise  amplitude  on  the  1520  cm*1  band  Is  due  to  the  low 
energy  throughput  in  the  region  of  the  water  bending  mode.  We  note  that  these 
two  bands  correspond  to  the  C  =  N  and  C  *  C  stretching  modes  of  adsorbed 
acrylonitrile  If  It  Is  assumed  that  the  bands  are  red  shifted  about  100  cm'1 
compared  to  the  frequencies  of  the  free  molecule.  As  pointed  out,  the 
frequency  shifts  would  be  expected  to  be  smaller  (especially  the  C  *  C 
stretch)  and  In  the  opposite  direction  for  C  =  N  If  the  molecule  were  adsorbed 
vertically  through  the  nitrogen.  Therefore,  It  Is  proposed  that  the  molecule 
lies  flat  on  the  electrode  which  raises  other  arguments: 

(a)  Single-sided  Instead  of  bipolar  bands  are  observed;  changes  in  frequency 
at  constant  surface  coverage  or  changes  In  coverage  with  potential  would 
give  rise  to  bipolar  bands. 
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(b)  The  surface  selection  rules  ..scussed  earlier  preclude  observing  bands 
that  are  due  to  modes  which  exhibit  values  of  the  dipole  derivative 
parallel  to  the  surface. 

(c)  The  C  =  N  Is  considerably  weaker  than  the  adsorbed  benzonitrlle  C  =  N 
stretch. 

(d)  The  C  *  C  band  is  stronger  than  the  C  =  N  band,  whereas  the  opposite 
situation  Is  true  for  the  free  molecule. 

Two  possible  mechanisms  can  explain  the  presence  of  a  flatly  adsorbed 
molecule  under  the  Influence  of  a  process  that  produces  relatively  small 
unipolar  bands: 

(a)  The  symmetry  and  bonding  in  the  adsorbate/adsorbent  complex  produces 
vibrational  modes  leading  to  a  finite  component  of  the  dipole  derivative 
perpendicular  to  the  surface,  and 

(b)  There  is  vlbronlc  coupling  of  the  high  electric  field  In  the  double  layer 
to  the  vibrational  motion  by  virtue  of  the  polarizability  tensor. 

This  latter  mechanism  Is  another  example  of  what  has  been  termed  the 
electrochemical  Stark  effect  by  Pons,  et.  al.  (25).  Figure  22  shows  the 
variation  of  band  intensity  with  electric  field  strength  near  the  electrode 
surface  for  the  2130  cm-1  band.  As  pointed  out  In  section  1.2.5,  the 
Intensity  of  the  band  should  be  proportional  to  the  square  of  the  field 
magnitude.  It  Is  difficult  to  test  this  exactly  In  this  system  since  it  is 


not  <nown  precise!/  wnere 
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dependence  of  the  field  on  the  potential  applied.  It  is  clear,  however,  that 
when  the  modulation  symmetrically  spans  the  zero  field  point,  there  must  oe  an 
Inflection  maximum  In  the  observed  absorption  Intensity.  Such  a  maxlmtm  Is 
observed  In  Figure  22  near  where  one  would  expect  the  zero  field  potential. 

The  detailed  line  in  the  figure  denotes  the  square  law  relation  predicted 
for  a  simple  potential-field  relationship  (field  strength  proportional  to 
potential  with  zero  located  at  £  *  0.70  V).  Even  though  this  Is  a  crude 
approximation  when  considering  the  large  change  In  double  layer  capacitance 
and  adsorption  of  bisulfate  (Figure  20),  the  fit  Is  encouraging  support  for 
the  Stark  explanation.  The  potential  dependence  of  the  band  position  also 
deserves  comment.  Unlike  data  for  other  systems  such  as  CN~  on  Ag  and  CO  on 
Pt  electrodes,  the  position  Is  non-linear  (Figure  23).  The  positive  slope  of 
the  plot  Indicates  surface  bonding  primarily  by  electron  donation  from  the 
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metal  orbitals  to  the  »  antibonding  level  of  the  organic  nitrile.  The  extent 
of  transfer  would  be  expected  to  decrease  at  more  positive  potentials 
resulting  In  an  effective  Increase  in  the  CN  bond  order.  If  the  bonding  was 
primarily  due  to  donation  of  electrons  to  the  metal  by  the  n  level  of  the 
acrylonitrile,  the  potential  dependence  would  be  reversed.  This  Inference  is 
consistent  with  expected  behavior  for  metals  with  filled  d-orbltals. 

The  difference  between  acrylonitrile  and  benzonltrlle  In  orientation  and 
bonding  to  the  surface  is  not  easy  to  explain.  Acrylonitrile  has  the  greater 
dipole  moment  per  unit  volume  and  would  have  the  greater  tendency  to  be 
oriented  perpendicular  to  the  surface  by  the  electrical  field,  whereas  the 
adoption  of  this  orientation  by  benzonltrlle  maximizes  the  Interaction  between 
the  aqueous  solution  and  the  hydrophobic  end  of  the  molecule.  Molecular 
orbital  calculations  on  the  two  molecules  (68)  do  lend  support  to  stronger 
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bonding  between  the  metal  and  the  nitrogen  in  the  case  of  benzoni  tri  le .  Tne 
energy  of  the  lone  pair  orbital  of  the  nitrogen  atom  is  considerably  higher 
for  benzoni tri le  than  for  acrylonitrile.  If  the  adsorption  is  regarded  as  a 
soft  coordination  reaction  In  which  the  electron  pair  of  the  adsorbate  Is 
shared  with  a  vacant  orbital  of  a  surface  metal  atom,  as  suggested  by  Barclay, 
et.  al.  (72),  then  bonding  via  the  nitrogen  would  be  stronger  for  benzoni tri le 
than  for  acrylonitrile  and  it  would  also  Increase  with  increasing  positive 
potential,  as  Is  observed. 


2.3.4.  Investigations  of  Species  In  the  Double  Layer 

Infrared  spectroscopy  has  been  used  to  study  species  In  the  double  layer 
formed  at  a  platinum  electrode  in  acetonitrile  solutions  (69).  Spectra 
obtained  for  different  potential  limits  In  a  solution  of  0.1  M 
tetra butyl  ammonium  tetrafluoroborate  (TBAF)  which  was  about  1  micrometer  thick 
are  shown  In  Fig.  24.  The  reference  potential  In  all  cases  is  -0.5  V  vs. 
Ag/Ag+  in  TBAF  in  acetonitrile.  The  spectra  show  large  changes  In  the  1100 
cm-1,  1400  cm"1,  2350  cm"1  and  3000  cm"1  regions.  The  solution  was  estimated 
to  contain  less  than  1Q"*M  water.  The  effect  of  making  the  solution  0,10  M  in 
water  Is  shown  In  Fig.  25;  these  spectra  show  additional  changes  In  the  1630 
and  3200-3700  cm-1  regions.  Figs.  26  and  27  show  spectra  obtained  under  the 
same  conditions  for  0.10  M  lithium  perchlorate  In  acetonitrile. 

The  Increasing  Intensity  of  the  band  at  2350  cm"1  may  be  explained  by 
increasing  adsorption  of  acetonitrile  at  the  electrode  as  the  potential  is 
Increased.  Thus  the  C  =  N  stretching  frequency  of  adsorbed  acetonitrile  shows 
a  large  blue  shift  from  that  observed  for  bulk  acetonitrile,  2220  cm"1. 
Indicating  strong  perturbation  of  the  molecule  upon  adsorption  (70).  The 
strong  bands  at  1102  cm"1  for  LICIO^  and  1060  cm"1  for  TBAF  may  be  assigned  to 


vibrations  of  the  perchlorate  and  tetraf  luoroborate  anions,  wnose  populations 
in  the  double  layer  should  increase  at  high  positive  potentials. 

When  water  is  added  to  either  solution,  additional  bands  result  which  may 
be  assigned  to  the  vibrations  of  water  molecules  in  various  environments.  The 
broad  band  at  3350  cm"1  corresponds  to  water  which  Is  extensively  hydrogen 
bonded.  It  may  be  associated  with  the  anion,  as  the  intensity  of  the  band 
Increases  when  there  Is  more  anion  in  the  double  layer  at  the  high  positive 
potentials.  The  sharper  bands  at  3625,  3550,  and  1625  cm"1  appear  to  be  due 
to  water  which  Is  not  so  strongly  perturbed  by  hydrogen  bonding.  A  likely 
candidate  for  this  species  Is  the  symmetrically  bonded  complex  between  one 
water  molecule  and  two  acetonitrile  molecules.  This  species  has  been  studied 
In  detail  (71,72,73)  and  has  characteristic  bands  In  its  Infrared  spectrin  at 
the  wavenumbers  listed  above.  The  Intensities  of  these  bands  decrease  at  the 
more  positive  potentials.  Indicating  a  decrease  In  population  for  this 
species. 

The  behavior  of  the  system  may  be  described  in  terms  of  the  relative 
populations  of  various  species  In  the  double  layer  region.  As  the  electrode 
potential  Is  made  more  positive,  more  anions  are  present  In  the  double  layer 
to  balance  the  charge,  and  more  acetonitrile  Is  adsorbed  at  the  electrode 
surface  (70),  resulting  In  the  Increase  in  the  appropriate  bands  in  the 
vibrational  spectrum.  Bulk  acetonitrile  and  Its  associated  water  are  forced 
out  of  the  region,  and  there  Is  seen  to  be  less  Intensity  In  the  bands  due  to 
these  molecules  at  the  higher  positive  potentials.  Bands  are  also  observed  in 
the  C-H  stretching  region  of  the  spectrum;  the  direction  and  potential 
dependence  of  these  are  consistent  with  their  being  due  to  vibrations  of  the 
tetrabutyl ammonium  cation,  whose  population  in  the  double  layer  should 
decrease  at  the  more  positive  potentials. 


These  experiments  demonstrate  that  the  infrared  methods  may  be  used  to 


obtain  quite  detailed  information  on  the  composition  of  the  double  layer. 

2.4.1.  ION  RADICAL  INTERMEDIATES 

The  Infrared  spectrum  of  an  organic  ion  radical  may  be  obtained  using  the 
thin  layer  reflectance  cells  which  have  been  described  above.  Solution  layer 
thicknesses  of  about  50  pm  are  used,  typically  and  the  ion  radicals  are 
generated  in  aprotic  solvents  by  controlled  potential  electrolysis.  Almost 
all  of  the  organic  substrate  In  the  thin  layer  Is  converted  during  the 
electrolysis,  after  which  several  Interferograms  are  collected.  If  the  system 
electrochemical  couple  Is  reversible,  then  the  ion  radical  is  reconverted  to 
the  substrate  by  returning  the  potential  to  the  rest  value;  If  the  system  Is 
not  reversible,  then  the  thin  layer  Is  flushed  and  replaced  with  fresh 
substrate  solution  forced  through  the  thin  layer  with  argon.  In  either  case, 
reference  spectra  are  recorded  at  the  rest  potential. 

2.4.2.  Benzophenone 

The  benzophenone  ketyl  anion  radical  was  electrogenerated  at  a  potential 
of  -2.50  V  vs.  Ag/Ag+  (0.01  M  and  0.1  M  TBAF  In  acetonitrile)  reference,  and 
the  rest  potential  was  -1.75  V.  The  SNIFTIRS  difference  spectrum  of  the 
system  Is  shown  in  Fig.  28  (74).  In  this  spectrum,  positive- going  bands  are 
due  to  greater  absorbance  at  the  rest  potential,  and  negative-going  bands  are 
due  to  greater  absorbance  at  the  generation  potential.  An  Infrared 
transmission  spectrum  of  the  benzophenone  substrate  Is  also  shown  In  Fig.  28 
for  comparison.  As  shown  In  Table  1,  the  observed  spectrum  of  the  ketyl  anion 
radical  matches  closely  with  those  reported  by  other  workers. 
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In  the  spectrum  of  Fig.  28,  there  Is  a  large  difference  In  the  wavenumber 
of  the  C  *  0  stretching  band  between  the  ketyl  anion  (1555  cm"1)  and  the 
substrate  (1661  cm"1).  This  large  shift  Is  due  to  the  transferred  electron 
being  strongly  localized  at  the  C  a  0  moiety.  The  ring  modes  show  a  shift  to 
lower  frequency  In  going  from  the  neutral  molecule  to  the  ketyl  anion  (76). 

The  spectra  In  the  figure  were  obtained  using  a  very  thin  solution  layer  of 
about  1  urn.  These  show  bands  at  1340,  1464,  and  2120  cm"1  that  are  not 
observed  with  thicker  solution  cells  or  conventional  spectra  of  the  ketyl 
anion.  The  Intensities  of  these  bands  compared  to  those  from  the  anion 
radical  In  solution  and  the  dependence  upon  solution  thickness  Indicate  tha : 
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they  are  due  to  adsorbed  intermediates,  the  most  likely  of  which  is  a  complex 
between  the  ketyl  anion  and  adsorbed  acetonitrile  (77).  Further  work  on  this 
system  Is  in  progress. 

For  a  reversible  electron  transfer  reaction.  It  can  be  shown  that  under 
conditions  of  semi-infinite  linear  diffusion,  the  normalized  reflectance 
should  increase  linearly  with  t*^2,  where  t  is  the  electrolysis  time.  These 
conditions  should  hold  for  the  relatively  thick  solution  layer  experiments 
discussed  above.  Using  the  rapid  scan  mode  available  with  most  FTIR 
spectrometers  it  Is  possible  to  obtain  interferograms  at  short  time  Intervals 
during  the  duration  of  the  pulses  at  the  generation  potential,  -2.50  V,  and 
this  linear  relationship  between  the  normalized  reflectance  and  t1^2  was 
verified  for  each  of  the  bands  recorded.  If  care  Is  taken  that  the  contents 
of  the  thin-layer  are  reproduclbly  returned  to  rest  conditions  after  each 
pulse  to  the  electrolysis  potential,  then  quantitative  time  resolved 
spectrochemistry  is  possible  using  this  technique. 


jP 

% 


2.4.3.  Anthracene 

The  anthracene  anion  radical  was  generated  by  electrolyzing  a  solution  of 
5  mM  anthracene  In  0.1  M  TBAF  In  acetonitrile  at  -2.50  V  vs.  the  Ag/Ag+ 
reference,  and  the  rest  potential  was  -1.50  V  (78).  The  difference  spectrum 
for  this  system  Is  shown  In  Fig.  29,  as  Is  a  transmission  infrared  spectrum  of 
anthracene  In  a  KBr  pellet.  The  fact  that  only  bands  due  to  the  anion  radical 
species  appear  Indicates  a  relatively  large  difference  in  the  intensities  of 
the  bands  due  to  the  two  species.  A  careful  examination  of  the  Individual 
single  beam  spectra  taken  at  the  two  potentials  showed  that  some  of  the  bands 
are  the  same  In  both  species,  and  thus  do  not  appear  in  the  difference 
spectrum,  since  of  course,  the  difference  spectrun  will  only  display  bands 


that  are  not  common  in  both  frequency  and  intensity  to  both  species.  Stark 


activation  of  some  Ag  modes  is  observed  under  some  conditions,  (see  Section 
1.2.5). 

• 

2.4.4.  Phenylanll Ine 

The  cation  radical  of  2,6-d1-t-butyl-4-phenylan111ne  was  generated  at 
+0.8  V  vs.  the  same  reference  as  above  (78).  The  rest  potential  was  0.0  V, 
and  the  resulting  difference  spectrum  Is  shown  In  Fig.  30.  As  before,  the 
spectrum  of  the  cation  radical  is  represented  by  the  negative-going  bands  In 
the  difference  spectrum.  The  electrode  mirror  was  platinum,  the  thin  layer 
thickness  was  15  urn,  and  the  substrate  concentration  was  5.0  irM  In  dry 
acetonitrile  with  0.1  M  lithium  perchlorate  support  electrolyte. 

2.4.5.  Adsorption  of  Tetracyanoethylene  Anion  Radical  (79) 

The  cyclic  voltammetry  for  TCNE  in  acetonitrile  solutions  containing 
LICIO4  and  tetra-n-butylammonium  tetrafluoroborate  (TBAF)  are  shown  in  Figure 
31.  The  solid  trace  (TBAF)  shows  reversible  behavior  for  the  formation  of  the 
anion  radical,  followed  by  a  quasl-reversible  formation  of  the  dianion.  The 
dashed  trace  (LICIO4)  shows  more  reversible  electron  transfer  behavior  for  the 
second  process.  The  difference  In  the  electrochemical  behavior  could  be 
explained  In  several  ways:  complexatlon  of  the  anion  radical  by  the  TBAF 
electrolyte,  distortion  of  the  TCNE  anion,  or  adsorption  of  electrolysis 
products  at  the  Interface  to  the  point  where  further  electron  transfer  to  the 
anion  radical  Is  Inhibited.  It  Is  found  that  the  solubility  of  the  TCNE 
dlanlon/electrolyte  cation  ion  pair  complex  is  highly  dependent  on  the 
structure  of  the  electrolyte.  For  Instance,  mixtures  of  lithium  perchlorate 
and  TBAF  In  a  1:1  mole  ratio  Interact  with  the  dlanlon  and  give  very  sharp 


voltammetric  adsorption  peaxs. 

Conventional  transmission  spectra  In  the  C=N  stretch  region  of  the 
neutral  TCNE  molecule  (KB r,  Nujol  mull,  and  solution)  and  the  conventional 
spectrum  of  the  anion  In  acetonitrile  are  shown  In  Figure  32.  The  four  bands 
at  2265  cm'1  (vg(Blu)CHN  stretch),  2230  cm'1  (v15(B2u)C=N  stretch,  2215  cm'1, 
and  2203  cm'1  are  In  agreement  In  frequency  and  relative  magnitude  with  those 
for  neutral  TCNE.  The  anion  radical  spectrum  (Figure  32d)  was  made  after  bulk 
electrolysis  of  TCNE  substrate  In  acetonitrile.  It  Is  noted  that  there  Is  a 
band  around  2225  cm'1  for  the  anion  in  solution,  and  a  broad  band  at  about 
2220  cm'1  for  the  neutral  TCNE  In  solution  (composed  of  the  2230  cm'1  and  2215 
cm'1  bands).  The  SNIFTIRS  spectra  of  the  species  present  very  near  the 
interface  during  a  modulation  experiment  between  +  0.5  V  and  -  0.5  V  are  shown 
In  Figure  33.  By  normal  convention,  bands  extending  downward  (-  ■=£  )  are 
representative  of  the  majority  species  at  the  working  (£3)  potential  (-0.5  V), 
while  those  extending  upward  are  Indicative  of  the  majority  species  at  the 
base  ( Ej )  potential  (+  0.5  V). 

The  spectrum  In  LICIO^  solution  (Figure  33b)  Is  very  similar  to  that 
reported  for  the  bulk  solution  soluble  anion  radical  of  TCNE:  The  bands  at 
2185  cm'1,  1420  cm'1,  and  1185  cm'1  and  523  cm'1  may  be  assigned  to 
the  v^(Ag)  C  =  N  symmetric  stretch,  the  v2(Ag)  C  *  C  symmetric  stretch, 
the  wi6^B2u^  C  "  and  the  v2(Ag)  C  -  C  stretch  of  the  anion  radical, 
respectively  (80).  Infrared  activity  of  the  Ag  modes  Is  best  explained  by 
dimerization  of  the  monoanions  In  solution,  or  strong  ion  pairing  to  the 
electrolyte  cation,  environs  necessary  for  vibronlc  activation  of  this 
normally  Inactive  mode  (vide  Infra).  The  band  at  1456  cm'1  Is  dependent  on 
oxygen  content  of  the  solution  and  is  attributed  to  a  decay  product  of  TCNE 
anion.  It  was  difficult  to  tell  If  any  of  the  bands  at  wavelengths  less  than 


300  cm*1  were  due  to  the  anion,  since  the  noise  level  in  that  region  (purged 
spectrometer  Instead  of  vacuum)  was  high.  Use  of  subtraction  routines 
available  on  the  Brucker  instrument  Indicated  that  possibility  however.  The 
other  C=N  anion  band  at  2225  cm"1,  apparent  In  Figure  32d,  is  not  observed  in 
Figure  33b  since  it  Is  cancelled  by  the  2220  cm"1  band  of  the  neutral  species 
In  the  computer  subtraction  process.  The  strong  band  at  2145  cm"1  observed 
for  the  solution  soluble  anion  has  not  been  reported  previously.  The  2145 
cm"1  band  is  close  to  that  reported  (2146  cm"1)  (81a)  for  the  V15(B2U)  Chn 
stretch  of  the  TCNE  dianion.  This  possibility  however,  must  be  rejected  for 
the  following  reasons,  (i)  The  maximum  potential  applied  to  the  electrode  was 
200  mV  more  positive  than  the  half  wave  potential  of  the  anion/dlanion  couple, 
which  implies  that  even  if  the  pulse  time  was  long  enough  to  attain  bulk 
equilibrium,  the  maximum  dlanlon  concentration  could  only  be  about  0.05*  of 
the  total  TCNE  concentration  or  about  10"^  M_.  (11)  Formation  of  dianion  from 

disproportionation  of  anion  radical  is  precluded  since  the  formation  constant 
is  on  the  order  of  10"10.  (ill)  Electrolysis  of  the  solution  just  past  the 
second  voltammetric  wave  leads  to  formation  of  the  dianion  and  a  new  C=N 
stretch  at  2120  cm"1,  which  is  probably  the  ',15(B2u)  C=N  stretch  shifted  (by 
the  solvent  or  ion-ion  Interactions)  from  the  2146  cm"1  reported  for  the  solid 
state.  The  Intense  positive  bands  at  1060  cm"1  (Figure  33a)  and  1100  cm"1 
(Figure  33b)  are  due  to  the  Increased  amount  of  tetrafluoroborate  and 
perchlorate  respectively,  in  the  double  layer  at  the  more  positive  potential 
(+  0.5  V). 

The  spectrum  obtained  in  a  TBAF  solution  in  a  cell  with  a  1  um  solution 
layer  is  quite  different  (Figure  33a)  from  LiC104  solution.  The  experiment 
was  performed  in  the  same  thin  layer  cell  with  the  same  electrode 
configuration.  The  thin  layer  contained  approximately  10"^  mol  TCNE  (about 


the  amount  necessary  to  form  one  monolayer  coverage  . f  all  were  adsorbed  in  a 
close-packed  arrangement  on  the  Pt  surface).  The  weak  bands  associated  with 
the  v_  and  v,,  stretch  modes  of  the  anion  are  now  buried  in  the  background 

c  lo 

noise,  and  the  C^n  bands  described  above  are  markedly  decreased  in 
Intensity.  A  prominent  band  has  appeared  at  2080  cm*1,  which  is  close  to  that 
reported  for  the  v^(Ag)  C  =  N  symmetric  stretch  of  the  I^TCNE  solid  state 
electron  donor/acceptor  (EDA)  complex  (81).  In  addition,  bands  at  1475  and 
1325  cm*1  are  now  in  the  spectrum. 

Three  experiments  confirm  that  these  three  new  bands  represent 
vibrational  modes  of  an  adsorbed  species.  Figure  34  shows  the  spectral 
results  (in  the  CsN  region  for  clarity)  as  the  concentration  of  substrate  TONE 
is  varied.  The  bands  attributed  to  the  solution  soluble  species  (2145  and 
2185  cm*1)  Increase  in  Integrated  Intensity  as  expected,  whereas  the  Intensity 
of  the  band  at  2080  cm-1  remains  constant.  This  Is  the  expected  result  If  the 
electrode  is  at  maximum  equilibrium  coverage  with  the  adsorbed  species  at  the 
working  potential  (-0.5  V).  Figure  35  shows  the  effect  of  changing  the 
polarization  state  of  the  Incident  radiation  at  the  Indicated  angle  of 
Incidence,  and  performing  the  experiment  at  constant  concentration  of  TCNE 
substrate.  The  Intensity  of  the  2080  cm"1  band  Is  a  function  of  polarization; 
the  largest  absorbance  being  recorded  when  the  electric  field  vector  is 
polarized  such  that  It  lies  In  a  plane  perpendicular  to  the  electrode  surface 
and  thus  has  a  component  normal  to  the  surface.  The  2145  and  2185  cm*1  bands 
(solution  soluble  species)  remain  constant  in  Intensity,  as  Is  expected. 

Fin-.  the  three  bands  being  attributed  to  an  adsorbed  species  have 
posit. jns  which  are  dependent  on  the  magnitude  of  the  electrode  potential. 

Thus  the  2080,  1475,  and  1325  cm"1  bands  exhibit  dv/dE  coefficients  of  +15  t 
4,  -30  ±  5,  and  -10  *  4  cm^-V*1  respectively. 
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The  above  data  suggests  tne  following  model  for  the  adsorbed  TCNE 
species:  TCNE  Is  one  of  the  strongest  *  electron  acceptors  known.  When  the 
compound  forms  EDA  complexes  in  the  solid  state  with  alkali  metals  (see  81  and 
references  therein)  there  are  shifts  In  the  infrared  bands  as  the  TCNE  to 
metal  ratio  Is  changed.  Up  to  four  distinct  sets  of  spectra  are  obtained  as 
the  ratio  is  varied  from  1:1  to  1:4.  The  spectra  have  been  assigned  to  the 
anion,  dlanlon,  trianion,  and  tetraanlon  respectively  (81a).  As  more 
electrons  are  added  to  the  TCNE  molecule.  It  is  observed  that  the  C=N  and  C*C 
fundamentals  shift  to  lower  frequencies  since  the  lowest  unoccupied  MO's 
available  are  antibonding  with  respect  to  those  bonds.  The  it-bond  orders 
for  C=N  and  C*C  decrease  from  0.87  and  0.76  to  0.79  and  0.42  respectively  In 
going  from  the  neutral  molecule  to  the  dlanlon.  At  the  same  time,  the  n-bond 
order  for  the  C-C  bond  increases  from  0.35  to  0.56.  It  Is  noted  that  the  C-C 
bond  becomes  almost  twice  as  strong  as  the  C=C  bond  In  this  progressive 
addition  of  electrons.  Hemmlnger  (81d)  has  observed  strong  interactions 
between  a  NI(III)  surface  and  adsorbed  TCNE  molecules,  and  interactions 
between  successively  adsorbed  TCNE  layers  on  that  surface.  Red  shifting  of 
the  C=N  and  CaC  stretch  bands  to  2204  cm-1  and ,1512-. cm'1  respectively  were 
observed.  This  behavior  has  been  attributed  to  the  formation  of  charge 
transfer  complexes  (EDA)  at  the  surface  with  the  subsequent  donation  of 
electrons  to  TCNE  from  the  metal  surface  orbitals  which,  as  In  the  alkali 
neutral  complexes,  results  In  the  strong  decrease  In  bond  order  of  C=N  and 
C«C.  It  Is  reasonable  to  assume  that  adsorption  of  the  anion  radical  onto  the 
Pt  electrode  would  result  In  the  same  behavior.  The  adsorbed  TCNE  anion, 
still  being  a  strong  it  electron  acceptor,  would  continue  to  exhibit  decreasing 
bond  order  In  the  C^N  and  CaC  moieties,  and  increasing  bond  order  in  the  C-C 
bond  as  the  electron  population  In  the  surface  is  increased  (potential  made 


more  negative):  the  next  anion  orbitals  available  for  electron  transfer  are 
antibonding  with  respect  to  the  C=N  and  OC  bonds,  and  bonding  with  respect  to 
the  C-C  bond.  This  model  also  implies  that  the  TCNE  anion  Is  adsorbed  flat  on 
the  electrode;  a  configuration  that  could  not  be  observed  directly  by  SNI FT IRS 
if  the  surface  selection  rule  Is  operative;  there  are  no  components  of  the 
dipole  derivative  associated  with  or  that  are  normal  to  the  electrode 
surface.  It  Is  well  known,  however,  that  the  TCNE  anion  polarizability  in  the 
Infrared  Is  very  high,  a  fact  substantiated  by  its  Intense  visible  electronic 
absorption  spectrum.  Any  external  field  interacting  with  the  easily 
polarizable  electron  will  thus  Induce  a  vibronlc  Interaction  In  the  anion, 
affecting  Its  Infrared  vibrational  spectrum.  Devlin  (81)  has  pointed  out,  in 
a  convincing  manner,  that  these  effects  are  quite  predominant  in  TCNE  anion, 
and  charge  vibration  is  responsible  for  the  activation  of  the  normally 
Infrared  Inactive  Ag  modes  of  TCNE  anion.  A  strong  polarization  vector  normal 
to  the  electrode  surface,  parallel  to  the  intense  (108v-cm_1)  electric  field 
across  the  electrical  double  layer  thus  could  Induce  the  ^le  changes 
necessary  to  cause  interaction  with  the  radiation.  A  si-,  •  explanation  has 
been  suggested  for  the  bands  observed  from  acrylonitrile  adsorbed  flat  on  a 
gold  electrode  (see  above).  There  has  been  no  evidence  for  a  structure 
whereby  the  anion  Is  adsorbed  standing  up  on  the  surface  with  bonding  through 
the  nitrogens  of  two  -C=N  groups  on  one  end  of  the  molecule.  This  would 
demand  a  blue  shifting  of  the  -C=N  stretch  frequency  as  well  as  the  appearance 
of  two  bands  corresponding  to  the  two  types  (bound  and  unbound)  of  -C=N. 

Based  on  the  above,  assignments  are  made  for  the  band  at  2080  cm"1  to 
the  VjlAgjCsN  symmetric  stretch,  the  1475  cm"1  band  to  the  v2(Ag)C*C 
symmetric  stretch,  and  the  1325  cm"1  band  to  the  v^g(B2U^c"c  stretch  of  r.atly 
adsorbed  TCNE"  on  polarized  Pt  electrodes  {-  0.5  V  vs.  the  Ag/Ag+  (0.01  M_)  in 
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acetonitrile)  in  tne  presence  of  a  non-coordinating ,  non-specif ical ly  adsoroed 
electrolyte  CTBAF) . 

There  Is  one  further  difficulty  which  arises  from  the  assumption  of  flat 
adsorption.  In  such  a  case,  vlbronlc  activation  of  the  B2u  modes  (l.e.  the 
1325  cm-1  band  for  the  adsorbed  anion)  would  not  be  expected.  This  difficulty 
would  be  overcome,  however,  if  the  adsorbed  molecule  is  distorted  by  the 
four  C  =  N  groups  moving  slightly  out  of  the  plane  so  that  the  C  *  C  moiety 
lifts  slightly  away  from  the  electrode  surface.  This  distortion  could  be  due 
to  interaction  with  electrolyte  cation  located  on  the  solution  side  of  the 
molecule.  This  Interaction  Is  well  substantiated  in  the  electrochemical 
results  mentioned  above.  We  believe  this  explanation  to  be  more  likely  than 
one  involving  pure  edge-on  adsorption,  which  would  also  enable  the  B2u  modes 
to  be  observed,  but  which  suffers  from  the  major  disadvantage  that  it  requires 
two  pairs  of  non-equivalent  C  =  N  groups;  this  would  lead  to  the  appearance 
of  additional  C  =  N  modes  which  are  not  observed. 

As  mentioned  the  differences  in  the  two  sets  of  results  due  to  the  type 
of  supporting  electrolyte  Is  still  not  fully  understood.  Since  there  are  no 
significant  differences  in  the  bulk  solution  vibrational  spectra  of  the  anion 
radical  In  these  two  electrolytes,  it  is  assumed  that  the  effect  is  due  to  a 
specific  surface  Interaction  which  Is  dependent  on  the  solubility  of  the 
electroactive  species. 

2.5.1.  ADSORPTION  OF  IONS 

In  many  of  the  applications  discussed  above,  various  bands  in  the 
Infrared  spectra  have  been  attributed  to  adsorbed  electrolyte  ions.  In  this 
section,  experiments  with  a  number  of  ions  which  are  strongly  adsorbed  on  the 
electrode  surface  will  be  discussed  In  more  detail. 


In  experiments  In  which  aqueous  sulphuric  acid  has  been  used  as  the 
electrolyte,  bands  In  the  900  to  1250  cm"1  region  are  often  observed,  and 
these  can  be  assigned  to  vibrations  of  the  bisulphate  Ion.  These  bands  are 
usually  not  present  when  other  species,  such  as  CO  or  HCOOH,  are  strongly 
adsorbed.  EMIRS  spectra  for  1  M  H2SO4  on  a  gold  electrode  are  shown  In  Fig. 

36  (82,54).  These  show  a  negative-going  band,  which  Is  a  strong  function  of 
electrode  potential,  superimposed  on  a  broad  positive-going  background.  The 
broad  positive  band  Is  thought  to  be  due  to  changes  In  absorption  of  HSO4"  In 
solution;  hydrogen  bonding  in  the  aqueous  solution  can  account  for  the 
broadening  and  overlapping  of  several  bands  expected  for  the  bl sulphate  Ion  in 
this  region.  The  negative  band  has  been  assigned  to  increased  adsorption  of 
HS04“  at  the  more  positive  potential.  At  high  potentials,  a  band  assigned  to 
the  S-OH  stretch,  at  950  cm'1.  Is  seen,  as  well  as  a  band  assigned  to  the  SO-H 
stretch,  near  3400  cm'1.  These  results  have  been  shown  to  be  consistent  with 
rather  weak  adsorption  at  the  lower  potentials,  with  the  Ion  predominately 
bound  through  a  single  oxygen  atom.  As  the  potential  becomes  more  positive, 
binding  through  first  two,  and  then  three  oxygen  atoms  becomes  the  most  common 
orientation,  and  this  well  defined  final  orientation  is  thought  to  give  rise 
to  the  strong,  sharp  band  at  1200  cm"1  seen  at  high  potentials. 

2.5.3  Thiocyanate  Ion 

EMIRS  spectra  due  to  adlayers  formed  from  SCN"  on  both  Au  and  Pt 
electrodes  have  been  reported  (83).  A  number  of  groups  have  studied  the  SERS 
spectrum  of  SCN"  on  Ag  (84).  Spectra  obtained  from  an  aqueous  solution  of  1  M 


NaF  and  0.01  M  KSCN  and  a  Pt  electrode  are  shown  in  Fig.  37,  and  show  a 
positive-going  band  at  about  2060  cm"1  and  superimposed  on  this  a  sharp. 


negative-going  band  at  2110  on'1.  In  the  spectra  of  S-bonded  metal- 
thiocyanate  complexes  the  C  -  N  stretching  frequency  appears  between  2100  and 
2130  cm"1,  and  by  analogy  with  these  results,  the  2110  cm"1  band  has  been 
assigned  to  adsorbed  SCN",  bonded  through  the  sulfur  atom.  The  lower- 
frequency,  positive-going  band  Is  thought  to  be  due  to  there  being  less  SCN" 
free  In  solution  In  the  thin  layer  at  the  more  positive  potential.  At  the 
most  positive  potential,  where  anodic  oxidation  of  the  anion  occurs,  the 
spectra  show  the  disappearance  of  the  adsorbed  SCN"  and  a  large  depletion  of 
the  SCN"  In  solution.  The  C  -  N  stretching  frequency  of  the  adsorbed  SCN" 
Increases  as  the  potential  Is  made  more  positive;  this  effect  has  also  been 
observed  for  SCN"  on  Ag,  using  SERS  (86).  The  conclusion  drawn  from  the  SERS 
results  was  that  the  major  species  formed  on  Ag  Is  S-bonded  adsorbed  SCN". 

The  spectra  of  an  adsorbate  formed  from  thiocyanate  Ion  on  gold  show  more 
complex  behavior  and  this  has  been  Interpreted  as  Involving  both  N-bonded  and 
S-bonded  adsorption  of  SCN"  (83).  These  spectra  are  shown  In  Fig.  38  for 
which  the  electrolyte  was  aqueous  1  M  NagSO,*  +  0.005  M  KSCN.  A  small 
amplitude  bipolar  band  is  observed  even  at  the  most  negative  potentials.  A 
partial  coverage  of  S-bonded  adsorbed  SCN"  could  produce  this  feature  if  the 
frequency  shift  with  potential  of  the  C-N  stretch  Is  positive  as  observed  for 
this  adsorbate  on  Ft.  A  unipolar  band  at  2060  cm"1  appears  at  +0.2  V,  and  its 
Intensity  Increases  with  Increasing  potential  until  at  +0.75  AR/R  Is  greater 
than  4  x  10"3.  The  Intensity  of  the  bipolar  band  also  increases,  but  by  a 
much  smaller  amount.  As  for  SCN'  on  Pt,  the  band  at  2060  cm"1  could  be  due  to 
a  depletion  of  SCN"  In  solution,  but  If  the  solution  species  Is  being  depleted 
because  of  an  Increased  coverage  of  adsorbed,  S-bonded  SCN",  the  Intensity  of 
the  band  near  2100  cm"1  should  Increase  more  than  is  observed.  Another 
possibility  Is  that  both  SCN"  In  solution  and  adsorbed,  N-bonded  SCN" 


contribute  to  tne  2060  cm’*  band.  In  N-bonded  metal -thiocyanate  complexes, 
the  difference  In  the  C  -  S  stretching  frequency  between  the  complex  and  SCN" 
In  solution  Is  usually  very  small,  but  the  Intensity  of  the  band  In  the 
complex  Is  significantly  larger.  If  this  Is  the  same  In  adsorbed,  N-bonded 
SCN",  then  the  desorption  of  even  a  small  amount  of  this  adsorbate  would 
result  In  a  high  intensity  positive-going  band  at  2060  cm"1.  This  explanation 
implies  that  the  N-bonded  and  S-bonded  adsorbates  are  both  present  at  the  more 
negative  potentials,  and  that  the  coverage  of  the  former  decreases  and  that  of 
the  latter  Increases  at  potentials  greater  than  +0.1  V.  The  fact  that  only 
the  S-bonded  species  contributes  to  the  spectrum  at  more  negative  potentials 
could  result  from  the  value  of  dv/dE  for  the  C  -  N  stretcn  In  N-bonded  SCN" 
being  very  small.  The  very  small  change  In  the  C  -  N  stretching  frequency  on 
going  from  free  SCN"  to  the  N-bonded  species  may  be  consistent  with  this. 

These  results  provide  evidence  for  both  N-bonded  and  S-bonded  SCN"  adsorbed  on 
Au,  but  further  experiments  are  required  to  verify  the  existence  of  both  these 
species. 

2.5.4  Cyanide  Ion 

There  have  been  two  reports  of  the  infrared  spectrum  of  adsorbed  cyanide, 
on  Au  and  Ag  using  EMIRS  (85),  and  on  Ag  using  IRRAS  (19).  The  SERS  spectrum 
for  CN"  on  Ag  has  been  studied  extensively  (86-97).  The  IRRAS  study  showed  a 
band  at  2080  cm-1  with  frequency  and  Intensity  independent  of  electrode 
potential,  and  another  band  at  about  2100  cm"1,  which  shifted  to  higher 
wavenumber  and  Increased  In  Intensity  as  the  potential  was  made  more 
positive.  The  2080  cm”1  band  was  assigned  to  the  C  -  N  stretch  of  cyanide  ion 
In  solution,  and  the  potential-dependent  band  near  2100  cm"1  to  an  adsorbed 


cyanide  species.  The  results  of  the  EMIRS  study  (85)  were  similar;  for  Ag 


they  show  a  single  bipolar  band  near  2100  cm'1,  and  its  potential  dependence 
showed  that  dv/dE  for  the  absorption  band  giving  rise  to  this  feature  is  about 
30  cnfVv,  the  same  as  observed  with  IRRAS.  Since  the  shift  with  potential 
was  the  same  as  that  observed  for  CO  on  Pt,  and  since  CN'  Is  Isoelectronlc 
with  CO,  this  was  felt  to  be  evidence  that  the  mechanism  for  the  band  shift 
with  potential  was  the  same  for  the  two  adsorbates,  and  that  CN',  like  CO,  is 
bound  In  a  linear  configuration  on  Ag  (26).  Another  possibility  Is  that  the 
adsorbate  Is  a  surface  complex  such  as  Ag ( CN ) 2”  (85)* 

IRRAS  measurements  made  at  more  positive  potentials  at  which  oxidation  of 
the  electrode  begins  showed  a  decrease  In  Intensity  of  both  the  2080  and  2100 
cm'1  bands,  and  the  growth  of  a  new  band  at  2136  cm'1.  Since  this  band  could 
be  observed  with  both  s-  and  p-polarlzed  light  alone,  it  was  concluded  that  it 
was  due  to  a  solution  species,  and  was  assigned  to  Ag(CN)2~  (19). 

A  comparison  of  the  infrared  results  discussed  above  with  the  previously 
reported  SERS  results  (86-97)  shows  that  the  peak  position  and  dependence  on 
potential  of  the  band  due  to  the  surface  cyanide  species  are  similar  In  both 
experiments,  although  the  line  width  observed  in  the  Raman  spectra  Is  much 
larger  than  that  observed  with  IRRAS.  None  of  the  SERS  spectra  show  bands  due 
to  the  solution  species  that  are  observed  with  IRRAS.  Comparison  of  Infrared 
measurements  of  vibrational  spectra  of  adsorbates  with  SERS  measurements  may 
help  In  understanding  the  origin  of  the  SERS  effect. 

2.5.6.  Hexacyanoferrate 

The  ferro/ferrlcyanide  redox  couple  In  aqueous  solutions  has  been  used 


for  many  years  as  a  model  for  the  study  of  heterogeneous  electron  transfer 
reactions.  The  electron  transfer  is  thought  to  take  place  by  an  outer  sphere 
mechanism,  with  quasl-reverslble  kinetics  (the  rate  constant  is  around  1Q~2 


cm  s*1  at  room  temperature).  Recent  reports,  however,  have  suggested  that  the 
reaction  Is  not  as  simple  as  has  been  supposed.  Observations  have  Included 
the  marked  dependance  of  the  electron  transfer  rate  constant  on  the 
composition  of  the  supporting  electrolyte  (98,99)  and  the  possible  adsorption 
of  the  complex  Ions  at  the  electrode  (100,101).  There  Is  evidence  In  the 
latter  paper  for  adsorption  of  the  Ions  through  a  -CM  group  bonded  via  the 
nitrogen  atom  to  the  surface  platinum  atoms. 

The  system  has  been  Investigated  with  the  SNIFTIRS  technique  In  the  C  M 
stretching  region  of  the  spectrun  (102).  Figure  39  shows  the  difference 
spectra  of  ferrocyanlde  oxidation  as  a  function  of  potential  modulation  using. 
Instead  of  the  usual  square  wave  potential  program  a  staircase  potential 
program.  Here  one  hundred  Interferograms  are  co-added  at  each  potential,  and 
each  set  of  data  Is  normalized  to  AR/R  by  dividing  by  a  previously  stored  set 
of  data  taken  at  the  -0.20  V  base  potential.  The  solution  contained  5  mM 
K4Fe(CM)g  with  0.50  M  K2SO4  as  supporting  electrolyte.  The  band  directed 
upward  at  2040  cm*1  Is  due  to  depletion  of  the  bulk  Fe(CN)g4-  species  as  It  is 
oxidised  to  Fe(CN)g3*  at  the  more  positive  potentials.  This  band  Increases  in 
Intensity  with  Increasing  positive  potential,  until  a  constant  intensity  Is 
reached  when  all  the  Fe(CN)g4"  In  the  thin  layer  has  reacted.  The  band 
directed  downward  at  2114  cm*1  Is  due  to  formation  of  Fe(CN)g3*  at  the  more 
positive  potential.  The  Intensity  of  this  band  also  Increases  with  potential, 
reaching  a  maximum  value  at  a  slightly  lower  potential  (+0.25  V)  than  the 
potential  at  which  the  Fe(CN)g4”  band  has  Its  maxlmun  (+0.30  V).  However, 
this  band  decreases  In  Intensity  with  further  Increase  In  potential. 

Indicating  a  loss  of  some  of  the  Fe(C  3"  species  at  high  positive 
potentials.  Electronic  spectroscopy  of  solutions  of  KjFetCfOg  under  these 
same  conditions  Indicate  that  the  Fe(CN)g3*  species  Is  stable  In  bulk 


solution.  The  disappearance  of  Fe(CN)g  can  be  most  easily  explained  by 
adsorption  onto  the  electrode  at  very  positive  potentials.  There  are  two 

other  bands  In  the  spectrum,  a  peak  at  2092  cm”1  and  a  shoulder  at  2061  cm".' 

The  2092  cm'1  band  shifts  in  frequency  with  potential  (by  -100  cm'Vv)  and 
Its  intensity  varies  with  potential  in  the  opposite  manner  to  the  Intensity  of 

the  2114  cm'1  Fe(CN)g3“  band.  The  2092  cm-1  band  can  therefore  be  assigned  to 
the  adsorption  product  of  Fe(CN)g3~.  The  shoulder  at  2061  cm-1  is  at  the  same 
wavelength  as  adsorbed  CN~  (this  refers  to  a  separate  experiment  In  which 
previously  adsorbed  CN~  was  displaced  from  the  electrode  by  $Q42“  as  the 
potential  was  stepped  from  -0.20  V  to  +0.40  V).  This  band  Is  evidence  for 
surface  decomposition  of  Fe(CN)g3"  upon  adsorption. 

The  same  experiment  was  performed  on  a  solution  containing  KjFefCNjg  as 
the  substrate  Instead  of  K4Fe(CN)6  (Figure  40).  In  this  case,  the  base 
potential,  to  which  the  spectra  were  normalized  to  give  ar/r  values,  was  +0.4 V. 

At  this  potential  adsorbed  Fe(CN)g3"  must  be  present.  The  band  at  2114 
cm-1,  corresponding  to  loss  of  Fe(CN)g3"  at  the  more  negative  potential, 
approaches  a  maximum  Intensity  and  remains  constant.  The  Fe(CN)g4-  band  at 
2040  cm'1,  corresponding  to  production  of  that  species,  does  the  same.  There 
Is  no  evidence  for  the  production  of  a  new  adsorbed  species  following  the 
reduction  of  Fe(CN)g3',  nor  desorption  of  the  adsorbed  species  discussed 
above.  This  experiment  suggests  that  the  adsorption  of  Fe(CN)g3*  at  high 
positive  potentials  Is  Irreversible. 

Further  evidence  for  the  irreversibility  of  the  adsorption  Is  provided  by 
data  from  the  difference  spectra  as  a  function  of  potential  modulation  using 
the  usual  pulse  technique.  With  other  experimental  conditions  the  same  as  for 
above  (l.e.,  using  the  substrate  K4Fe(CN)g,  and  a  base  potential  of  -0.20  V), 
only  the  bands  for  removal  of  bulk  Fe(CN)g4”  (2040  cm-1  and  for 
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formation  of  bulk  (Fe(CN)6i_  (2114  cm'1)  can  be  seen.  Furthermore,  the 
Intensity  of  both  hands  decreases  as  the  potential  Is  made  more  positive  than 
about  +0.20  V.  This  effect  is  due  to  tne  depletion  of  electroactive  species 
In  the  thin  layer  at  high  positive  potentials  and  Is  evidence  for  Irreversible 
adsorption  onto  the  electrode  at  a  given  potential;  the  resulting  signal- 
averaged  coadded  spectra  would  be  expected  to  exhibit  lower  intensities  than 
for  a  simple  reversible  charge  transfer  process,  since  a  portion  of  the  redox 
couple  is  removed  from  the  thin  layer.  (It  should  be  noted  that  the  total 
amount  of  Fe(CN)64’  In  the  thin  layer  initially  is  approximately  the  amount 
necessary  to  provide  monolayer  coverage,  if  all  the  material  Is  adsorbed). 

The  above  data  suggests,  then,  that  ferrlcyanlde  ion,  Fe(CN)63’,  Is 
strongly  adsorbed  at  a  smooth  platlnun  electrode.  The  adsorption  begins  at 
about  +0.25  V  vs.  SCE  and  Increases  In  coverage  with  increasing  positive 
potential  (as  can  be  seen  from  the  decrease  in  the  amount  of  electroactive 
species  with  potential  In  the  thin  layer).  The  Initially  adsorbed  species 
partially  dissociates  to  form  an  irreversibly  adsorbed  surface  complex.  The 
shift  to  lower  wavenumber  of  the  C  =  N  stretch  band  upon  adsorption  and  the 
negative  value  of  dv  /dE  Indicate  that  the  C  =  N  bonds  are  oriented  parallel 
to  the  surface  and  are  adsorbed  through  the  x-system  rather  than  through  the 
nitrogen  lone  pair,  (which  would  shift  the  C  =  N  stretch  wavenumber  positive 
on  adsorption).  The  potential  dependent  shoulder  (Initially  at  2061  cm’1) 
appears  to  be  due  to  an  Irreversibly  adsorbed  CN’  species.  The  adsorbate  does 
not  Impede  further  oxidation  of  ferrocyanlde,  l.e.,  it  supports  further 
electron  transfer  from  the  metal  to  the  remaining  substrate  in  the  solution. 

If  a  deconvolution  program  Is  applied  to  the  band  at  2060  cm’1,  and  the 
resulting  Integrated  band  Intensity  determlnled,  an  estimate  of  the  amount  of 
adsorbed  CN~  may  be  made.  This  Is  done  by  comparing  this  area  with  that 


obtained  for  fully  desorbing  a  Known  amount  of  CN“  electrochemically  by 
replacement  with  SO42'  ion  on  the  same  electrode  in  thin  layer  cell.  The 
results  show  that  three  CN"  ions  per  Fe(CN)63“  ions  are  formed  in  the  surface 
decomposition,  leaving  [Fe(CN)3]  as  the  likely  adsorbed  species.  In  agreement 
with  radiotracer  experiments  performed  by  Kanlewska  (reported  by  Kawlak,  et. 
al.  (100)). 


2.5.7.  Phosphoric  Acid  Species 

Habib  and  Bockrls  (103),  utilizing  the  SNIFTIRS  technique  with  a  Dlgilab 
FT20E  spectrometer  system,  have  observed  the  potential  dependent  difference 
spectra  of  phosphosphorlc  acid  solutions  at  a  polycrystalline  platinum 
electrode.  At  potentials  between  0  and  800  mV  (NHE)  strong,  potential 
dependent  adsorption  of  phosphoric  acid  was  observed  via  the  Intensity  of  the 
1074  cm-1  P-0  stretching  mode.  Perchlorate  Ion  is  drawn  Into  the  double  layer 
by  a  mechanism  similar  to  that  described  in  Section  2.3.4.  Coverage  by  the 
phosphoric  acid  species  was  shown  to  increase  to  a  maximum  at  about  800  mV  and 
then  decrease.  In  accordance  with  radiotracer  measurements.  Work  on  the  ionic 
contributions  to  the  spectra  Is  still  In  progress. 

3.1.  FUTURE  DIRECTIONS 

The  field  of  Infrared  spectroelectrochemlstry  Is  In  its  Infancy.  The 
possibility  of  using  FTIR  Instrumentation  for  the  study  of  reaction  dynamics 
via  emission  from  the  electrode  surface  Is  now  being  investigated.  Time 
resolved  techniques,  traditionally  reserved  for  the  Raman  experimentalists,  is 
another  area  of  great  promise,  again  most  easily  effected  by  the  use  of  rapid 


scan  Interferometers.  Ennancement  of  sensitivity  so  that  catalytic  activity 
at  the  0.01  monolayer  level  can  be  observed  Is  another  goal  that  can  be 
realized  by  the  development  of  better  instrumentation  such  as  reproducible 
optical  subtraction  techniques,  the  use  of  cooled  array  detectors,  and 
Implementation  of  higher  resolution  A/0  converters,  just  to  mention  a  few. 
Extention  of  the  techniques  to  the  far-infrared  will  reveal  details  of  the 
metal  surface-adsorbate  bond,  as  well  as  information  on  adsorbate-adsorbate 
interaction,  adatom  behavior,  charge  transport  mechanisms  through  membranes 
and  chemically  modified  electrodes,  and  other  areas  of  fundamental  importance. 

An  expansion  of  the  experiments  to  include  more  work  on  well  defined 
surfaces,  such  as  single  crystals.  Is  imperative,  and  will  undoubtedly  provide 
more  details  on  the  exact  orientations  of  adsorbates,  and  will  provide  a 
strong  basis  for  treatment  of  spectra  on  the  basis  of  two-dimensional  lattice 
Interactions  with  these  adsorbates.  The  investigation  of  the  effect  of  strong 
electric  and  magnetic  fields  on  species  at  or  near  the  interface  will  lead  to 
further  information  regarding  the  structure  and  orientation  of  species,  as 
well  as  the  composition  and  potential  structure  of  the  electrical  double 
layer. 
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Figure  1  Pnase  shift  for  radiation  reflected  from  a  metal  surface  as  a 
function  of  angle  of  incidence.  E3  represents  radiation 
polarized  perpendicular  to  the  plane  of  incidence  and  Ep 
represents  radiation  polarized  parallel  to  the  plane  or 
Incidence. 


Figure  2  Variation  of  the  standing-wave  fields  at  a  highly  reflecting 

surface  (0s  3.0  and  K  =  30}  In  contact  with  a  transparent  phase 
(n  3  1.0)  as  a  function  of  the  angle  of  Incidence,  4.  <EZS>/ 
<E2j>  Is  the  ratio  of  the  mean  square  electric  field  strength 
for  the  standing  wave  and  the  incident  wave. 


Figure  3  A.  Illustration  of  formation  of  surface  normal  dipole 
derivative  with  respect  to  stretch  of  bond  parallel  to 
surface.  The  effect  of  bonding  this  molecule  to  a  surface  atom 
Is  to  reduce  the  symmetry  of  the  adsorbate  to  Cpv.  Solid  line- 
compressed  bond  and  surface  normal  dipole.  Dotted  line-extended 
bond  and  surface  normal  dipole. 

B.  Possible  orientations  for  CO  and  N2  adsorbed  at  a  surface. 


Figure  4  The  design  of  the  spectroelectrochemlcal  cell  used  for  the  EMIRS 
and  SNIFTIRS  measurements. 


Figure  5  Reflectance  apparatus  for  the  SNIFTIRS  technique. 


Figure  6  EMIRS  spectrum  from  a  polycrystall Ine  Rhodium  electrode  In  0.5  M 
HC104  and  0.1  M  HCHo.  Modulation  +  0.5  V  to  +  0.45  V  (NHE)  at 
8.4  Hz. 


Figure  7  Spectra  from  a  polycrystalline  platinum  electrode  In  0.5  M  HC 104 
saturated  with  CO:  (a)  IRRAS  spectra  at  +650,  +450,  +250  and 
+150  mV  (from  left  to  right)  us  NHE,  (b)  IRRAS  difference 
spectrum  constructed  by  subtraction  of  +50  mV  spectrum  from  +450 
mV  spectrum  In  (a),  (c)  EMIRS  spectrum  for  modulation  +50  mV  to 
+450  mV. 


Figure  8  Difference  spectra  from  a  palladium  electrode  In  1  M  H2S04 

containing  CO:  electrode  coverages  by  adsorbed  CO:  (a)  5.34, 
(b)  0.39,  (c)  0.41,  (d)  0.41,  (e)  0.42,  (f)  0.48  and  (g)  0.64. 


Figure  9  Band  position  as  a  function  of  coverage,  0,  for  (a)  the  major 
band  In  the  EMIRS  spectra  of  Figure  8  and  (b)  the  band  reported 
In  Reference  51  for  Pd  (111)/C0  In  the  gas  phase. 


Figure  10 


Difference  spectra  from  a  polycrystalline  platinum  electrode  in 
spectra  from  1  M  H0SO4  saturated  with  C02.  Modulation  at  8.5  Hz 
(a)  +0.25  V  to  +0.55  V,  (b)  +0.15  V  to  +0.55  V  and  (c)  +0.05  V 
to  +0.45  V  vs.  NHE. 


Figure  11  Difference  spectra  from  a  platinum  electrode  In  0.5  HC10*  and 
0.1  M  HCH0  for  two  ranges  of  potential:  0  to  250  mV  (left  hand 
side);  and  0  to  400  mV  (right  hand  side)  In  the  absence  (a)  and 
In  the  presence  (b)  of  a  submonolayer  amount  of  electrodeposlted 
lead. 


Figure  12  Difference  spectra  from  a  polycrystalline  platinum  electrode  In 
1  M  H2SO4  saturated  with  C15O/C13O,  the  Isotopic  ratio  changing 
progressively  from  1001  In  ta)  to  100*  C12  In  (f). 

Figure  13  Difference  spectra  of  samples  containing  *2C0  and  ^CO  in  1  M 

H2SO4  at  a  Pt  electrode.  Modulation  potentials  all  50  to  450  mV 
vs  NHE.  A-C  high  coverage,  D-F  low  coverage.  Percent  I3C0: 

30*  (A  and  D);  50*  (B  and  E) ;  90*  (C  and  F).  Intensity  scale 
for  low  coverage,  D  through  F,  Is  twice  as  sensitive  as  A 
through  C. 


Figure  14  SNIFTIRS  difference  spectrum  of  p-dlfluorobenzene  at  a  platinum 
electrode  In  1.0  M  HCIO4.  Potential  modulation  limits  are  from 
+0.200  to  +0.400  T  VS  NHE. 


Figure  15  SNIFTIRS  difference  spectra  for  meta-  and  ortho-dlfluorobenzene. 
Parameters  same  as  Figure  14. 


bending  mode  of  p- 
potentlal.  Other 

parameters  same  as  Figure  14. 


Figure  17  SNIFTIRS  difference  spectra  of  the  Bjy  ring  bending  mode  of  p- 
dlfluorobenzene  between  +0.200  and  +0.400  mV  vs.  NHE  as  a 
function  of  solution  concentration  at  281  K. 


Figure  16  SNIFTIRS  difference  spectra  of  the  B^y  ring 
difluorobenzene  as  a  function  of  modulation 
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Figure  18 


Figure  19 


Difference  spectra  of  benzonitrlle  In  the  CN  stretch  region. 
Gold  electrode  In  1.0  M  H2S04  and  0.02  M.  benzonitrlle. 
Potential  modulation  regions  are  Indicated  on  the  appropriate 
spectrum.  Modulation  frequency  was  8.5  Hz. 


Difference  spectrun  of  benzonitrlle  In  the  ring  mode  region. 
Potential  modulation  limits  were  0.00  V  and  1.10  V  vs.  NHE. 
Other  parameters  same  as  Figure  18. 


Figure  20  Differential  double  layer  capacity  vs.  applied  potential 

relations  for  a  polycrystalllne  gold  electrode  In  (a)  1  H2S04 

and  (b)  1  H2SO4  and  0.05  M_  acrylonl  trlle;  ac  modulation  5  mV 
p-p  at  8.5  Hz  superimposed  on  a  potential  ramp  (0.01  Y-S"1). 


Figure  21  EMIRS  difference  spectrum  from  a  gold  electrode  In  1  M_  H2S04  and 
0.05  M  acrylonitrile.  Modulation  frequency  at  8.5  Hz  from 
-0.19 T  V  to  +0.350  V. 


Figure  23  Potential  dependence  of  the  frequency  position  of  the  CN  stretch 
mode  of  adsorbed  acrylonitrile. 


Figure  24  SNIFTIRS  difference  spectra  at  a  platinum  electrode  In  0.1  M_ 

tetra-n-butyl ammonium  tetrafluoroborate  (TBAF)  In  nominally  dry 
acetonitrile  as  a  function  of  potential  vs.  Ag/Ag+  (0.01  M^  AgN03 
and  0.1  M  TBAF  In  acetonitrile). 


Figure  25  Same  as  Figure  24  with  0.10  _M  H20. 


Figure  26  SNIFTIRS  difference  spectra  at  a  platlnun  electrode  In  0.1  M_ 

L1C 10^  In  nominally  dry  acetonitrile.  Other  parameters  same  as 
Figure  24. 


Figure  27  Same  as  Figure  26  with  0.10  M^H20. 


Figure  28  A.  Transmission  spectrum  of  benzophenone. 

B.  The  SNIFTIRS  difference  spectrum  of  benzophenone  reduction 
to  the  ketyl  anion  radical. 


Figure  29  A.  Transmission  spectrum  of  anthracene,  KBr  pellet. 

B.  SNIFTIRS  difference  spectrum  for  anthracene  reduction  to  the 
anion  radical.  Platinum  electrode  In  0.1  M  TBAF  In 
acetonitrile.  Modulation  potential  -1.50  T  to  -2.50  V  vs. 

Ag/Ag+  reference. 


SNIFTIRS  difference  spectrum  for  2,6-d1-t-butyl-4-phenylan11 ine 
oxidation  to  the  cation  radical.  Platinum  electrode  in  0.1 
TBAF  In  acetonitrile.  Modulation  potential  0.0  V  to  +0.800  V 
vs.  Ag/Ag*  reference. 


Figure  30 


Figure  31  Cyclic  voltammetry  of  TCNE  in  acetonitrile:  (a)  0.1  _M  TBAF ;  (b) 
0.1  LiClO^ .  v  =  50  mV-s-1,  platlnun  electrode. 


Figure  32  IR  spectra  for  various  states  of  TCNE  in  the  CN  stretch 

region,  (a)  KBr  pellet;  (b)  Nujol  mull;  (c)  In  acetonitrile; 
(d)  TCNE  anion  radical  in  acetonitrile. 


Figure  33  Surface  SNIFTIRS  spectrum  for  tetracyanoethylene  reduction  In 
the  first  voltammetric  wave.  Solution  thickness  approximately 
1  un;  (a)  in  0.1  H  tetrabutyl ammonium  tetrafluoroborate;  (b)  in 
0.1  M  lithium  perchlorate.  Potential  modulation  limits  +  0.5  to 
-  0.15"  V  vs.  Ag/Ag+  reference. 


Figure  34  Surface  SNIFTIRS  spectra  for  tetracyanoethylene  reduction  in  the 
first  voltammetric  wave  as  a  function  of  bulk  substrate 
concentration:  (a)  top  to  bottom  1.0,  2.0,  5.0  mM.  TBAF  Is 
supporting  electrolyte.  Solution  thickness  approximately  1  urn. 


Figure  35  Comparisons  of  SNIFTIRS  spectra  for  TCNE  reduction  as  a  function 
of  radiation  polarization:  (a)  pure  perpendicular  with  respect 
to  surface;  (b)  mixed  p-  and  s-polarlzatlon  with  respect  to 
surface. 


Figure  36  EMIRS  difference  spectra  from  a  polycrystalline  gold  electrode 
In  1  M  HoSOa.  Modulation  potentials  ( NHE )  are:  (a)  +  50  mV  to 
+500  mV,  (bj  +  50  mV  to  +700  mV,  (c)  +  50  mV  to  +1150  mV,  (d) 
+650  mV  to  1250  mV;  all  at  8.5  Hz  modulation  frequency. 

Figure  37  SNIFTIRS  difference  spectra  from  a  platinum  electrode  In  1  M  NaF 
and  0.01  M  KSCN.  Measured  at  +600  mY  (Lowest  trace).  -650  mV, 
-700  mV,  -800  mV,  ±900*  mV  and  +100  mV  (top  trace)  against  a 
fixed  base  potential  of  -400  mV  vs.  SCE  reference. 


Figure  38  EMIRS  difference  spectra  for  a  polycrystalline  gold  electrode  in 
1  M  Na?S04  and  5  mM  KSCN.  Modulation  frequency  Is  8.5  Hz  and 
potentials  are  from  -1.00  V  (NHE)  to  (a)  -0.50  V,  (b)  -0.20  V, 
(c)  +0.20  V,  (d)  +0.60  V  and  (e)  +0.75  V. 


Figure  39  Surface  SNIFTIRS  spectra  for  Fe(CN)64“  oxidation  at  a  platinum 
electrode  using  the  staircase  mode.  Lowest  trace  takes  a  0.00 
V,  the  next  at  +0.10  V  then  at  0.05  V  increments  up  to  0.60  V. 
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Figure  40  SNIFTISS  spectra  it  a  platinum  electrode  as  a  function  of 
potential  using  tne  staircase  method  for  the  reduction  of 
Fe(CN)fi  .  3ase  potential  +0.40  V  in  each  case;  reduction 
potentials,  from  top  to  bottom,  +0.30  V,  +0.25  V,  +0.20  V,  +0.15 
V,  +0.10  V,  +0.05  V.  0.00  V,  -0.10  V,  -0.20  V.  vs.  SCE 
reference. 
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